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(I) 


LIST  OF  ABBREVIATIONS 


Telephones  connected  with  the  War  Department  switchboard  (National  E520)  are  shown  with  branch  numbers  only 


(a)- 

AD 

A.  G.  D.— 

A.  G.  0 

Alex. 

A.  W.  C. 

A.  C. 

Asst.---— - 

at 

Ave. 

Brad . 

Br. 

brig,  gen.- 
Bldg 

0.  A.  C.-  — 

capt. 

Cav.  — 

C.  E.— — 

Ch. 

CL 

C.  of  A.  C. 
C.  of  B.  I. 
C.  of  0.  A. 
0.  of  Cav.- 
C.  of  Ch.— 
C.  of  C.  W. 

C.  of  E 

C.  of  F. 

C.  of  F.  A. 
C.  of  Inf.- 
C.  of  N.  G. 
C.  of  Ord.  — 

C.  of  S. 

Civ. 

col. 

CO 

C.  Slg.  0.- 

DE — — . 

Dept. 

DI 


A. 


S. 


Absent . 

Adams. 

Adjutant  G^eral’s  Department. 
Adjutant  General’s  Office. 
Alexandria. 

Army  War  College. 

Air  Corps. 

Assistant . 

Atlantic. 


Ken 

It. 

It.  col.- 

maj. 

maj.  gen. 

Md 

Med. — 


Avenue. 

Bradley . 

Bran(3i . 

Brigadier  General. 

Building, 

Coast  Artillery  Corps. 

Captain . 

Cavalry. 

Corps  of  Engineers. 

Chaplain, 

Cleveland . 

Chief  of  the  Air  Corps. 

Chief  of  Bureau  of  Insular  Affairs. 
Chief  of  Coast  Artillery. 

Chief  of  Cavalry. 

Chief  of  Chaplains. 

Chief  of  Chemical  Warfare  Service, 
Chief  of  Engineers. 

Chief  of  Finance. 


M.  A.  C.— 
ME 

M.  C. 

NA 

NE 

N.  G. 

N.  G.  B.— 

NO 

NW 

O.  D. 

PI 

PO 

Q.  M.  C. — 
Q.  M.  G.  0, 
Q.  M,  S.  0, 
Qrs. 


Chief  of  Field  Artillery. 

Chief  of  Infantry. 

B.~— - Chief  of  the  National  Guard  Bureau 
■" — “ Chief  of  Ordnance. 

Chief  of  Staff. 

Civilian. 

Colonel. 

Columbia  . 

Chief  Signal  Officer. 

— — - Decatur. 

Deparliiient. 

District. 


RA 

Rd. 

Res. 

SE 

Sec. — 

S.  G.  0. — 

S.  C 

SH 

ST 

St 

SW 


Kensington. 

Lieutenant . 

— — Lieutenant  Colonel. 

Major. 

— — Major  General, 

— Maryland . 

Medical . 

Medical  Administrative  Corps. 

Metropolitan, 

Medical  Corps, 

National. 

Northeast. 

■■ — National  Guard. 

— - Nat  lonal  Guar  d Bureau. 

North, 

■---  Northv/est, 

Ordnance  Department 

— Place. 

Potanac . 

Qimrterm aster  Corps. 

Quart eimaster  Goieral’s  Office. 

Quartermaster  Supply  Office. 

Quarters . 

— - Randolph. 

Road, 

■ — - Reser'se. 

---  Southeast. 

— - Secretary. 

— Surgeon  General’s  Office 

Signal  Corps. 

— - Shepherd. 

Sterling. 

Street. 

Southwest. 


EM—  — — — — — litaerson. 

F.  A. Field  Artillery,  j 

F.  D, — — Finance  Department. 

Ft. Fort. 

FR Franklin, 

GE — Georgia, 

GR- — — — — Greenwood. 

G,  S.  C. General  Staff  Corps. 


T Transportation. 

TE — Temple. 

Tempo. Temporary. 

T.  A.  G. The  Adjutant  General. 

The  I.  G. The  Inspector  General, 

The  J.  A.  G. — The  Judge  Advocate  General 

The  Q.  U.  G. The  Quartermaster  General. 

The  S.  G, The  Surgeon  G«ieral. 


Hq. 

Headquarters 

HI 

Hillside. 

Hyatt. 

Hyatt  sville. 

Inf. - 

Infantry. 

JA— 

Jackson, 

J.  A,  G.  D.— — Judge  Advocate  General’s 

Department. 


Va. — Virginia  . 

WA Walnut. 

WE West. 

Wl-—-— — Wisconsin. 

W.  Q.  M.  D. Washington  Quartermaster 

Depot . 

W.  R.  G.  H.— Walter  Reed  General 

Hospital . 


(II) 


OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  IHE  DISTRICT  OF  COLUMBIA 


OCTOBER  1,  1938 


SECRETARY  OF  WAR 


HARRY  H.  WOODRING,  2300  S Street  NW. 

Mrs.  Woodring 

Room  231,  Department  of  State  Building,  Branch  1000 


THE  ASSISTANT  SECRETARY  OF  WAR 

LOUIS  JOHNSON,  Mayflower  Hotel 
Mrs.  Johnson 


Room  236,  Department  of  State  Building,  Branch  2124 


OFFICERS  OF  THE  ARMY 
(*Retired  Officers) 


Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Abbey,  Evers , ma j, (capt .) ,A.C. .. . 

Rocm  1606,  Munitions  Bldg. 

Br.  2192 

The  Broadmoor,  3601 

CL 

6900 

Mrs.  Abbey. 

Connecticut  Ave.  NW 

1026  16th  St.  NW 

Adams,  Ehiory  S.  ,maj  ,gen.  ,T.A.G. . 

Room  252,  Dept,  of  State 

Br.  2039 

2909  34th  St.  NW 

4716 

Mrs.  Adams. 

Bldg. 

Br.  2040 

Adamson,  George  E.  ,capt.  ,Q,.M.C,. 

Room  274,  Dept,  of  State 

Br.  1722 

The  Kenesaw,  16th  and 

Mrs.  Adamson. 

Bldg. 

Irving  Sts.  NW 

CO 

0712 

A-W.fi 

NA  8772 

3822  Calvejrt  St.  NW 

CL 

3215 

Mrs.  Adcock. 

2227  20th  St.  NW..... 

PO 

4258-J 

Mrs.  Ahem. 

Albaugh,  Harold  E.,lt.  col.,D.C. 

Army  Dental  School 

GE  1000 

4701  Connecticut  Ave.  NW.. 

CL 

9268 

Mrs.  Albau^. 

Albert,  Russell  F. , It.  col. 

Room  320,  Winder  Bldg 

Br.  1328 

Woodley  Park  Towers,  2737 

CO 

2164 

(F.A.  Res),  G.S.C. 

Devonshire  PI.  NW. 

Mrs.  Albert. 

Alexander,  Samuel  H. ,capt. ,M.C. . 

Army  Medical  Center 

GE  1000 

1210  Floral  Street,  NW.... 

GE 

4167 

Mrs,  Alexander.  ■ 

The  Woburn,  1910  Kalorama 

PO 

2521-W 

Mrs.  Allen. 

Road.  NW. 

Allen,  Harvey  C., It. col.. 

Room  410,  Vflnder  Bldg 

Br.  2084 

3500  Quebec  St.  NW 

CIj 

5517 

(C.A.C.), G.S.C. 

Mrs.  iillen. 

Allen,  Leven  C. ,raaj.,Inf 

Room  3025,  Munitions  Bldg. 

Br.  1875 

The  Westmoreland,  2122 

NO 

4134 

Mrs.  Allen. 

California  St.  NW. 

Allen,  Roderick  R. ,lt.  col.. 

Room  320,  Winder  Bldg 

Br.  1328 

4661  Garfield  St.  NW 

CL 

5896 

(Cav. ) , G.S.C. 

Mrs.  Allen. 
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OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Allison,  Haskell ,maj . ,S.C 

Room  3415,  Munitions  Bldg. 

Br.  2249 

4114  Military  Road,NW 

EM  7174 

Mrs.  Allison 

*Allison,  Jaii»e  B.,maj.gen 

Retired 

Rftti 

Chevy  Chase  Club,  Chevy 
Chase,  Md. 

Toronto  Apartments,  20th 
and  P Sts.  NW. 

2636  Woodley  Place ,NW 

WI  4100 
NO  0106 
CO  2825 

Mrs.  Anderson. 

♦Anderson,  Edward  D. , brig. gen... 

Retired. 

Mrs.  Anderson. 

Anderson,  John  B. ,lt.col. ,F Jl. . . 

Room  3215,  Munitions  Bldg. 

Br.  1975 

3107  Garfield  St.,NW 

CL  7632 

Mrs.  Anderson. 

Anderson,  Jonathan  W., It. col. 

Room  410,  Winder  Bldg 

> Br.  2084 

1831  23d  St.,NW 

DU  4574 

(F.A. ) ,G.S.C. 

Mrs.  Anderson, 

Miss  Dorothy  D.  Anderson. 
Miss  Mary  B.  Anderson. 
Andrews,  Harry  M. ,maj. ,Q.M.C.... 

Room  2139,  Munitions  Bldg. 

Br,  1225 

Cordova  Apartments,  20th 

NO  1806 

Mrs.  Andrews. 

Andrus,  Clift, It. col. , (F.A.) , 

Room  419,  Winder  Bldg..... 

Br.  1148 

St.  and  Florida  Ave.NW.. 
3231  Klingle  Road,NW...... 

CL  4935 

G.3.C. 

Mrs.  Andrus. 

Miss  Margaret  L.  Longley, 

A.W.C 

NA  8772 
NA  8772 

515  North  Oakland  St., 
Arlington,  Va. 

627  23d  St.,  South, 

WA  8821 

Mrs.  Archer. 

Argo,  Edwin  Y. ,capt. ,F.A. 

A.W.C 

JA  1573 

Mrs.  Argo. 

Armstrong,  Clare  H. ,maj. ,C.A.C. . 

Room  3208,  Munitions  Bldg. 

Br.  2206 

Arlington,  Va. 

515  North  Oakland  St., 

WA  7244 

Miss  Elizabeth  Ann  Armstrong 
Armstrong,  Donald,  It.col. ,0.D. . 

Room  3806,  Munitions  Bldg. 

Br,  1543 

Arlington,  Va. 

2230  California  St.,NW.... 

NO  2524 

Mrs,  Armstrong. 

Arnold,  Henry  H. ,maj.gen. , C.  of 

Room  2052,  Munitions  Bldg. 

Br.  1170 

103  West  Bradley  Lane, 

WI  3329 

the  A.C. 

Mrs.  Arnold, 

Arnold,  William  R.,C.  of  Ch. 

Room  3038,  Munitions  Bldg, 

Br.  1097 

Chevy  Chase,  Md. 
4833  16th  St., North, 

WA  1612 

(col.) 

Mrs.  £.  M.  Tennis. 

Mrs.  M.  M.  Lester. 

Ash,  James  E.,lt.  col.,M.C. 

Army  Medical  Museum 

Br.  1545 

Arlington,  Va. 

8403  Maple  Avenue,  Silver 

SH  3677-W 

*Ashbum,  Percy  M.  ,col 

Colinsbla  Hospital, 26th  and 

PO  4210 

Spring,  Md. 

Columbia  Hospital,  25th 

PO  4210 

Mrs.  Ashbum. 

Ashbum,  Thomas  Q.  ,maj.gen.. 

L Sts.NW. 

Room  1016,  Munitions  Bldg. 

Br.  1881 

and  L Sts.NW. 

1827  Phelps  Place,  NW 

PO  0425 

Chairman  Inland  Waterways 
Corporation. 

Mrs.  Ashbum. 

Atkins,  Layson  £. ,lt.col. ,C.E. , . 

Room  2726,  Munitions  Bldg. 

Br.  2129 

3206  Oliver  St. ,NW 

CL  8587 

Mrs.  Atkins. 

Mrs.  Louise  C.  Atkins. 
Atwood,  Roy  S. ,lt.col.  ,C.A.C. . . . 

Room  3612,  Munitions  Bldg. 

Br.  1549 

6507  Ridgewood  Avenue, 

WI  4507-W 

Mrs.  Atwood. 

Mrs.  H.  Goodwin  MacKaye. 
Austin,  Gordon  H.,2d  lt.,A.C.... 

Bolling  Field,  D.  C 

AT  8080 

Chevy  Chase,  Md. 

558  Newcomb  St.,3S 

AT  9282 

Mrs*  Austla* 

AutrOQ  ^ J 038S  f 1.  Xt/  • fA  vC********* 

Room  244,  Dept,  of  State 

Br.  1013 

Bolling  Field,  D.  C 

AT  8080 

Aztater,  Earl  S.,maJ.,A.C 

Bldg. 

Room  1606,  Munitions  Bldg. 

Br.  2192 

1404  22d  St.,  South, 

JA  2014 

Mrs.  Axtater. 

Baade,  Paul  W, , It. col. , (Inf.) 

Room  312,  Winder  Bldg..... 

Br.  1649 

Arlington,  Va. 

3101  Hawthorne  St.,NW 

EM  8596 

G.S.C. 

Mrs,  Baade. 

Babcock,  Franklin,  It.col., 

Room  1712,  Munitions  Bldg. 

Br.  1061 

2101  Connecticut  Ave.,NW.. 

DE  3104 

(C.A.C.),  I.G.D. 

Mrs.  Babcock. 

Miss  Anne  W.  Babcock. 

Miss  Elizabeth  S.  Babcock. 

The  Kennedy-Warren,  3133 
Connecticut  Ave. ,NW, 
7607  Eastern  Avenue, 
Takoma  Park,  Md, 

AD  0092-W 

Bain,  Joe  A.  ,capt.  ,M.C 

Mrs.  Bain. 

Army  Medical  School 

GE  1000 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Baird,  Charles  L.,capt.,M.C 

We  Re  Ge  He e e e e e e e e e • • e e e e 

GE  1000 

1212  Geranium  St. ,NW 

RA  0763 

Mrs.  Baird. 

Baish,  Charles  F.  ,capt. ,C.E. . » 

Engineer  Reproduction 

NA  8772 

1810  37th  St.,NW.... 

EM  6915 

Baker,  David  H. ,1  lt.,A.C. 

Plant,  A.  W.  C. 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Mrs.  Baker. 

Baker,  Walter  C« ,maj,gen. , C.  of 

Room  3046,  Munitions  Bldg. 

Br.  1228 

The  Kennedy-Warren,  3133 

CO  8869 

C.  W.  8. 

Mrs.  Baker. 

Balcar,  Paul  G. ,maj. ,J.A.G.D. . . , 

Room  309,  Otis  Bldg.,  810 

Br.  1166 

Connecticut  Ave.,NW. 

2115  Pennsylvania  Ave.,NW, 

RE  0265 

Baldwin,  Ross  0, ,maj. , (Inf . ) 

18th  St.  NW. 

Room  321,  Winder  Bldg 

Br.  1280 

4541  Burlington  Place ,NW.. 

CL  5145 

G.S.C. 

Mrs.  Baldwin, 

Balmer,  Jesmond  D. ,capt.,F.A.... 

We  C*e***ee«e««e«e«e«e« 

NA  8772 

3901  Connecticut  Ava.,NW., 

EM  2595 

Mrs.  Beilmer. 

Bandholtz,  Cleveland  H., It. col.. 

Room  3808,  Munitions  Bldg. 

Br.  1531 

1211  26th  St.,  South, 

JA  2182 

O.D. 

Mrs.  Bandholtz. 

Banfill,  Charles  Y. ,maj,(capt.) , 

Room  2631,  Munitions  Bldg. 

Br.  1570 

Arlington,  Va. 

The  Kennedy-Warren,  3133 

CO  6418 

A.C. 

Mrs.  Banfill. 

*Barden,  William  J. , col. . 

Rfitlrad-  ....................... 

Connecticut  Ave.  ,NW, 

2914  P St.  ,NW 

PO  0868 

Mrs.  Barden, 

Barker,  Maurice  E. ,maj. ,C.W.S.,, 
Mrs.  Barker. 

Bames,  George  T.  ,capt.  ,q.M.C. . . 

Room  3516,  Munitions  Bldg. 
1901  C St.,NW 

Br.  2260 
Br.  1032 

3712  Warren  St.,NW 

Fort  tfyer,  7a 

WA  7580 

Mrs.  Bames. 

Bames,  Gladeon  M.  ,lt.ool.  ,0.D. . 

Room  3802,  Munitions  Bldg. 

Br.  1752 

69  Observatory  Circle, NW.. 

CL  4868 

Mrs,  Bames. 

Bames,  Julian  F,  ,lt,col.  ,F.A. , . 

Room  3205,  Munitions  Bldg. 

Br.  1099 

The  Westchester,  4000 

CL  8620 

Mrs,  Bames. 

Barnett,  James  W.  , It. col, ,Cav. , . 

A«  We  Ceeeeeeeeeeeeeeeeee* 

NA,  8772 

Cathedral  Ave*,NW. 

A«  W*  C*ee*eeee*eee»eeeee» 

NA  8772 

Mrs.  Barnett. 

Miss  Mary  Elizabeth  Barnett, 
Miss  Arly  Jane  Barnett. 

Barr,  David  G. ,capt. , Inf ....... . 

Ae  We  Ceeeeeeeeeeeeeeeeeee 

NA  8772 

503  North  Monroe  St.,  Ash- 

WA  7238 

Mrs,  Barr. 

Mrs,  Edward  Everotte  Bell. 
Miss  Joahanna  May. 

ton  Heights,  Arlington, 
Va. 

Saul  Road,  Chevy  Chase ,Md. 
4456  Q St.  ,NW 

Mrs.  Barroll. 

Barzynski,  Joseph  E. , col. ,Q,M.C. 

Room  2121,  Mimltlons  Bldg. 

Br.  1790 

CL  4456 

Mrs.  Barzynski, 

Miss  Eunice  Barzynski. 

Batch,  Joseph  W.,1  It.,  M.C 

Army  Medical  School....... 

GE  1000 

1203  North  Utah  St. , 

WA  7852 

Mrs.  Batch. 

VPi6 

Arlington,  7a. 

3009  North  Edison  St., 

WA  6742 

Mrs,  Bates. 

Bayer,  William  L. ,capt, ,3. C 

Room  3441,  Munitions  Bldg, 

Br.  1184 

Arlington,  7a. 

The  Westchester,  3900 

EM  1848 

Mrs.  Beyer. 

Baylis,  James  E., col., M.C 

Room  1807,  Munitions  Bldg. 

Br.  1775 

Cathedral  Ave.,NW. 
3125  Abingdon  St., 

WA  2367 

Mrs.  Baylis. 

Rfitl  ................... 

Arlington,  7a. 

3828  North  Upland  St., 
Country  Club  Grove, 
Arlington,  7a. 

Army  and  Navy  Club,  17th 
and  I Sts.  ,NW . 

3647  7an  Ness  St. ,NW 

WA  7665-J 

Mrs.  Bazire. 

*Beach,  Lindsley  D.,maj,, 

Beach,  William  A. ,lt.col. ,A.G.D. 

Retired 

Room  258,  Dept,  of  State 

Br.  1359 

NA  8400 
EM  4051 

Ikirs.  Beach. 

Beam,  Rosenham,lt.col.(ma.J.) , 

Bldg. 

Room  2048 , Munitions  Bldg. 

Br.  2145 

Sho rebam  Hotel 

AD  0700 

A • V • 

Mrs.  Beam. 

Bean,  Emmett  J.,capt.,F.D 

Room  3003,  Munitions  Bldg. 

Br.  1485 

3616  7eazay  St,,NW 

CL  8121 

Mrs.  Bean. 

Beasley,  Rex  W.  ,n» J.  ,F.A. 

Room  3201,  Munitions  Bldg. 

Br.  1859 

4434  q St.  ,NW ; 

EM  9266 

Mrs.  Beasley. 
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OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


Name,  rank,  arm  or  servioe 


*Beav0rs,  Harrison  B.,capt.... 
Mrs,  Beavers. 

Bock,  Robert  McC. ,Jr. ,brig,gen 
Asst.  C.  of  S. 

Mrs.  Beck. 

Beebe,  Lewis  C. ,maj. ,Inf...... 

Mrs.  Beebe. 

Beebe,  Royden  E. ,col. , (Inf . ) , 


Office  address  and  telephone 

..  Retired 

. , Room  326,  Winder  Bldg Br. 

..  A. » W.  C..... ..............  NA 


Room  1058,  Munitions  Bldg. 


Br. 


I.G.D. 


Mrs.  Beebe. 

*Beer,  Arthur  W.,maj 

Mrs.  Beer. 

Beers,  Vere  A.  ,capt.,C.E 

Mrs.  Beers. 

Belanger,  Gerard  A. ,1  lt.,M.A.C. 
Mrs.  Belanger. 

*Bell,  Edwin,  col. 


Retired 

Room  2515,  Munitions  Bldg. 

W.  R.  G.  H 

Retired 


Br. 

GE 


Mrs.  Bell. 

Miss  Isabella  McC.  Bell. 
Mrs.  'William  Gerlach. 
Bender,  Louis  B.,  col.,S.C. 
Mrs.  Bender. 

Miss  Dorothy  Bender. 
Benner,  Ralph  C. ,capt. ,C.W.S.. 
Mrs.  Benner. 

Bennett,  Claire  R.  ,col.  ,Q,.M.C. 
Mrs.  Bennett. 

Bentley,  George  A. ,maj . ,Q.M.C. 
Mrs.  Bentley. 

Berio,  Charles  K. ,lt.col. ,M.C . 
Mrs.  Berle. 

Miss  Virginia  Lee  Berle. 
Bernier,  Joseph  L. ,capt. ,D.C. . 
Mrs,  Bernier, 

Berry,  George  G. ,capt. ,(Q.M.C. 
N.G.,U.S.)N.G.B. 


Room  3435,  Munitions  Bldg. 

Room  3508,  Munitions  Bldg. 

Room  2001,  Munitions  Bldg. 

W.  Q.  M.  D. , Room  25,  24th 
and  M Sts. ,NW. 

W.  R.  G.  H. ...... ......... 

W.  R.  G.  H 

Room  2403,  Munitions  Bldg, 


Br. 


Br. 

Br. 

Br. 

GE 

GE 

Br. 


Bertholf,  Cheney  L. ,maj. ,A.G.D.. 
Mrs.  Bertholf. 

*Bethal,  Walter  A. ,maj .gen 

Mrs,  Bethel, 

Miss  Elizabeth  Bethel, 

Betts,  Thomas  J. ,maj. ,C.A.C 

Mrs,  Betts. 

Miss  Mary  McI.  Betts. 

'^Bevans,  James  L.,col 

Mrs.  Bevans. 

Bicher,  George  A.,capt,,S.C 

Mrs.  Bicher. 

Bllllck,  Eugene  W.,maj.,M.C 

lira.  Billick. 


Room  1044,  Munitions  Bldg. 
Retired 

Room  512,  Winder  Bldg 

Retired 

Room  3436,  Munitions  Bldg, 

A.  W.  C... .......... ...... 


Br. 


Br. 

Br. 

NA 


*Blmle,  Rogers,  col 

*Bimie,  Upton,  Jr.  ,ma  j.gen, . , , , 
Mrs.  Bimie.  • 

Bishop,  Hoel  S.,  Jr. ,capt. ,C.E, . 
Mrs.  Bishop. 

Blackburn,  Thomas  W. ,maj,(capt.) 
(A.C.) ,N.G.B. 


Retired 

Retired. 

Room  414,  District  Bldg... 

Room  2402,  Munitions  Bldg, 


(NA 

(Br. 

Br. 


Mrs.  Blackburn. 

Blakeley,  Harold  W. ,nmj.  ,F .A. .. . 
Mrs.  Blakeley, 

*Blanchard,  Robert  M. ,col....... 

Mrs.  Blanchard. 

Miss  Josephine  L.  Blanchard. 
Miss  Mary  DeWitt  Blanchard. 
Blending,  Albert  H.,maj.gen., 

C.  of  N.  G.  B. 

Mrs,  Blandlng, 

*Block,  Emil  H. ,maj..... 

Mrs,  Block, 


A.  W.  C. ............ ......  NA 

Retired 

Room  2034,  Munitions  Bldg,  Br. 


Retired 


Residence  and  telephone 

Brooke ville,  Montgomery 

Ashton 

County,  Maryland. 

124-F-6 

1172 

3514  Garfield  St.,NW 

CL 

6056 

8772 

4419  q,  St.,NW 

EM 

4637 

1314 

The  Westchester,  4000 
Cathedral  Ave. ,NW. 

EM 

1817 

1648  Hamlin  St,,NE 

NO 

7611 

1758 

3529  R St.  ,NW 

EM 

3690 

1000 

Army  Medical  Center 

GE 

1000 

3409  Ashley  Terrace, NW.,.. 

CL 

2574 

1523 

7100  Chestnut  St.,NW 

RA 

3046 

1454 

4224  36th  St.,NW 

EM 

7033 

1683 

The  Kenesaw,  16th  and 
Irving  Sts.,NW. 

CO 

0712 

1052 

The  Dresden,  2126  Connec- 
ticut Ave.,NW. 

NO 

3593 

1000 

1374  Dogwood  St.,NW 

GE 

1000 

1000 

8308  16th  St.,  Silver 
Spring,  Md. 

SH 

3057-J 

1411 

2304  North  Roosevelt  St., 

Falls  Ch. 

Arlington,  Va. 

776 

1109 

4618  Hunt  Avenue,  Chevy 
Chase , Md . 

WI 

5080 

2054 

6305  Connecticut  Ave,, 
Chevy  Chase,  Md. 

2015  Hillyer  Place,  NW.... 

WI 

6064 

The  Broadmoor,  3601 
Connecticut  Ave.,NW. 

CL 

6900 

1561 

2440  39th  Place,  NW 

CL 

8488 

8772 

4514  Connecticut  Ave,,NW,, 

EM 

0908 

1835  Phelps  Place,  NW 

NO 

0991-J 

Hammond  Court,  30th  and  Q 
Sts.,NW. 

DU 

4585 

6000) 

31) 

2905  29th  St.  ,NW 

AD 

6316 

1407 

4721  36th  St.,  Golf  Manor 
Club,  Arlington,  Va, 

WA 

6836 

8772 

3717  Woodley  Road,  NW 

CL 

1043 

The  St.  Regis,  2219 
California  St,,NW. 

PO 

5781 

2181 

The  Westchester,  4000 
Cathedral  Ave.,NW. 

CL 

1117 

Alban  Towers 

EM 

2260 

OFFICERS  OF  IHE  ARMF  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Bobrlnk,  Henry  W.  ,niaj.  ,Q.M.C.... 

Room  24S§,  Dept,  of  State 

Br. 

Mrs.  Bob rink. 

Bldg. 

Bodine,  Robert  N. .It.col. ,0.D. . . 

Room  3809,  Munitions  Bldg. 

Br. 

Mrs.  Bodine. 

Bogert , Howard  Z . ,ma J . ( capt . ) 

Room  2523,  Munitions  Bldg, 

Br. 

A.C. 

Mrs.  Bogert. 

Miss  Dorothy  J.  Bogert. 
Bogman,  James  H.  Beals, maj.  ,S.C. 

Room  3422,  Munitions  Bldg. 

Br. 

Mrs.  Bogman. 

Bolte,  Charles  L., maj., Inf 

A*  W«  C******************* 

NA 

Mrs.  Bolte. 

*Bond,  Paul  S. ,col. 

Mrs.  Bond. 

Bonham,  Francis  G., maj., Inf 

A*  W«  0**«**«******»***««« 

NA 

Mrs.  Bonham. 

♦ponlnni  n or , Edwin  V.  ,Col 

Rftti  rftrt 

Mrs.  Bookmiller. 

Boone,  Milton  0. ,maj . ,Q.M.C. . . .. 

Fort  Myer,  Va 

WA 

Mrs.  Boone. 

Booth,  Lucian  D.,col.,0.D 

Room  3750,  Munitions  Bldg. 

Br. 

Mrs.  Booth. 

Booton,  John  G. ,lt.col. ,0.D 

Room  3826,  Munitions  Bldg, 

Br. 

Blrs.  Booton. 

Miss  Mary  Vennllye  Booton. 
Borum,  Fred  S. ,maj . ,A.C. 

Room  2524,  Munitions  Bldg. 

Br. 

Mrs.  Borum. 

Boschen,  Frederick  W. , maj. gen. , 

Room  3000,  Munitions  Bldg, 

Br. 

C . of  F . 

Mrs.  Boschen. 

Miss  Betty  Boschen. 

Boye,  Frederic  W. ,lt.ool. ,(Cav.) 

Room  2027  , Munitions  Bldg. 

Br. 

N.G.B. 

Mrs.  Boye. 

Miss  Joan  Boye. 

*nnyor,  Perry  T..  ,col.. ....... 

Rftt1  Tftd  - 

Mrs.  Boyer. 

Bradford,  Karl  S. .It.col. ,Cav.. . 

Room  3204,  Munitions  Bldg, 

Br. 

Mrs,  Bradford. 

Mrs,  B.  B.  Bradford. 

Miss  Sally  H.  Bradford. 
Bradley,  Omar  N. ,lt.col. ,(Inf.) , 

Room  416,  Winder  Bldg 

Br. 

G.S.C. 

Mrs.  Bradley. 

Bradshaw,  Aaron,  Jr. ,maj. ,C.A.C, 

1115  17th  St.,NW 

RE 

Mrs.  Bradshaw. 

*Brainard,  David  L. , brig, gen. .. . 

Retired 

Brandstadt,  Wayne  G. ,capt. ,M.C.. 

W«  H*  !!•••••*••**•••••• 

GE 

Mrs.  Brandstadt. 

Mrs,  Brandt. 

Brannon,  Ernest  M. ,capt.. 

Room  306,  Otis  Bldg.,  810 

Br, 

J.A.G.D. 

18th  St. ,NW, 

Bratton,  Rufus  S. ,lt.col. , (Inf ,) 

Room  512,  Winder  Bldg 

Br. 

G.S.C. 

Mrs,  Bratton, 

Miss  Leslie  S.  Bratton. 
Brennan,  Russell  H., It. col. 

Room  436,  Dept,  of  State 

Br. 

(J.A.G.D. )G.S.C. 

Bldg. 

Brewer,  Kenneth  A. ,capt. ,M,C,... 

W*  H*  G*  H**************** 

GE 

Mrs.  Brewer. 

^Bridges,  Charles  H., maj. gen.... 

Retired 

Mrs,  Bridges. 

Bridges,  Jacob  H.,1  lt,,M.C 

Army  Medical  School 

GE 

*Brigham,  Claude  E., maj .gen 

Mrs.  Brigham. 

Retired 

Residence  and  telephone 

1372 

3041  Sedgwick  St.,NW...... 

CL 

5334 

1657 

1546  44th  St.,NW 

EM 

5672 

1758 

4518  Lowell  St.  ,NW 

EM 

5846 

1840 

Riverside  Apartments,  2145 
C St. ,NW. 

NA 

5848 

8772 

Army  War  College 

NA 

8772 

2205  California  3t.,NW.... 

DE 

0912 

8772 

Army  War  College 

NA 

8772 

1868  Columbia  Road,  NW.... 

AD 

8186 

7580 

Fort  tfyer,  Va. 

WA 

7580 

1169 

32X5  M&cocib  St) • •••••••• 

CL 

7523 

1340 

The  Westchester,  4000 
Cathedral  Ave.,NW. 

CL 

1478 

1758 

1600  Highland  Avenue, 
Arlington,  Va. 

WA 

9263-M 

2083 

Wardman  Park  Hotel 

(CO 

(AD 

2000) 

2302) 

1181 

1545  35th  St.,NW 

vm 

2419 

308  Mansion  Drive, 
Alexandria,  Va. 

Alex. 

1972-J 

2025 

The  Wyoming,  2022  Columbia 
Road,  NW. 

DE 

4567 

1606 

3306  Cleveland  Ave.,NW.,,. 

EM 

2641 

0431 

2314  20th  St.,NW 

PO 

0513 

Amy  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

NA 

8400 

1000 

7611  Eastern  Avenue, 
Takoma  Park,  Md. 

SH 

4997-M 

3677  Upton  St.,NW 

EM 

7947 

1166 

3612  Ingomar  Place,  NW.... 

EM 

0741 

2054 

2605  36th  Place,  NW 

CL 

6102 

1617 

Jefferson  Apartments,  1200 
16th  St.,NW. 

DI 

4704 

1000 

8319  16th  St.,  Silver 
Spring,  Md, 

SH 

4638 

1870  Wyoming  Ave,,NW 

DE 

1880 

1000 

7111  9th  St.,NW 

GE 

9082 

The  Dresden,  2126  Connect- 
icut Ave, ,NW. 

PO 

6186 

6 


OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


Name, 


rank, 


arm  or  service 


Office  address  end  telephone 


Residence  and  telephone 


*Brlttaln,  Thomas  P.,capt 

Mrs.  Brittain. 

Brooke,  James  F.,maj.,M.C 

Mrs.  Brooke. 

Mrs.  Richard  H.  Grinder. 

Brophy,  Norman  D.,maj.,A.C 

Mrs.  Brophy. 

Brower,  Gerald  E. ,lt.col.  ,A.C. .. 
Mrs.  Brower. 

Miss  Mary  M.  Brower. 

*Brown,  Arthur  W.,maJ.gen 

Mrs.  Brown. 

’’Brown,  Frederick  M. , col. ...... . 

Brown,  Lloyd  D. ,maj . , (Inf . ) , 
N.G.B. 

Mrs.  Brown. 

Brown,  Philip  E. ,maj . ,(Inf . ) , 
I.G.D. 

Mrs.  Brown. 

Miss  Betty  Lee  Brown. 

Brown,  Robert  W.  ,inaj.  ,J,A,Q.D... 
Mrs.  Brown. 

Brown,  Sidney  G. ,lt.col. , (Inf . ) 
N.G.B. 

Mrs.  Brown. 

Browne,  Frederick  W., It. col., 

F. D. 

Mrs.  Browne. 

Browne,  James  C,,iaeJ  .,Q,.M.C.... 
Mrs.  Browne. 

Browning,  Hardy  P. ,maj. ,S.C 

Mrs.  Browning. 

Bruce,  Andrew  D» ,ma j . , (Inf . ) , 

G. S.C. 

Mrs.  Bruce. 

Brunson,  Mark  7. ,maj. ,Q.M.C..... 
Mrs.  Brunson. 

Miss  Jean  Byrl  Brunson. 

Brush,  Rapp,  It. col., Inf 

Mrs.  Brush. 

Buchanan,  Kenneth,  It.col. ,(Cav. 
N.G.  ,U.S.)G.S.C. 

Mrs.  Buchanan. 

*Buck0y,  Mervyn  C.,col 

Bull,  Harold  R, ,lt.col. , (Inf . ) 
G.S.C. 

Mrs.  Bull. 

Miss  Patricia  Bxill. 

Bull,  Terry  P. ,lt.col. ,D.C 

Mrs.  Bull. 

Miss  Elizabeth  L.  Bull, 

Bullock,  Frank  W.,capt,,S.C 

Mrs.  Bullock. 

*Bundy,  Omar,  maj.gen 

Mrs.  Bundy, 

Burdett,  Allen  M.  ,col. ,J.A.G.D. . 
Mrs.  Burdett, 

Mrs.  Lucy  G.  Briscoe. 
Burnett,  Charles,  brig. gen.,  C. 
of  B.  I.  A. 

Mrs.  Burnett. 

Burnett,  Frank  C. , brig. gen. , 
Asst.  T.  A.  G. 

Mrs.  Burnett, 

Mrs.  Frank  Simpson. 

Bums,  James  H.,col.,O.D 

Mrs.  Bums, 


Retired 

404  Cecil  St.,  University 
Park,  Hyattaville,  Md, 

GR 

2737 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C....... 

AT 

8080 

Room  2044,  Munitions  Bldg, 

Br.  2231 

Wardman  Park  Hotel 

CO 

2000 

A.  W,  C 

NA  8772 

The  Westchester,  4000 
Cathedral  Ave.,NW. 

CL 

7881 

Retired 

2721  South  Arlington  Ridge 
Road,  Arlington,  Va. 

JA 

1621 

Retired 

Army  and  Navy  Club,  17th 
end  I Sts.,NW. 

NA 

8400 

Room  2404,  Munitions  Bldg, 

Br.  1569 

6417  31st  Place,  NW 

EM 

7549 

Room  1712,  Munitions  Bldg. 

Br.  1061 

2934  Bellevue  Terrace,  NW, 

CL 

9031 

Room  403,  Otis  Bldg.,  810 
18th  St. , NW. 

Br.  1163 

4910  North  Rock  Springs 
Road,  Arlington,  Va, 

WA 

8579 

■Room  2409,  Munitions  Bldg, 

Br.  1056 

Northumberland,  2039  New 
Hampshire  Ave.,NW. 

NO 

3280 

Room  3001,  Munitions  Bldg. 

Br.  1703 

4608  Langdrum  Lane , Chevy 
Chase , Md. 

WI 

2218 

Room  2506,  Munitions  Bldg. 

Br,  1086 

4700  Connecticut  Ave.,NW,. 

CL 

0845 

Room  3431,  Munitions  Bldg. 

Br.  1467 

2221  38th  St.,NW 

CL 

1018 

Room  319,  Winder  Bldg 

Br.  1045 

3600  Cumberland  St.,NW,.,, 

EM 

1171 

Room  2141,  Munitions  Bldg. 

Br.  1780 

3201  Morrison  St.,NW 

CL 

7049 

Room  3024,  Miuaitlons  Bldg. 

Br.  1871 

3100  44th  St.,NW 

EM 

9373 

Roftm  1500,  Wind  AT? 

Br.  1961 

2651  16th  St.,NW. 

AD 

2180 

Rat  1 Tad 

1911  R St,,NW.....,..,..., 

NO 

7507 

Room  221,  Dept,  of  State 
Bldg. 

Br.  2183 

3618  Van  Ness  St.  ,NW 

EM 

5184 

Army  Dental  School........ 

GE  1000 

7511  13th  St.  ,NW.. 

RA 

3290 

Room  2501,  Munitions  Bldg, 

Br.  1817 

2222  d St,,NW 

DU 

0990 

Retired... 

3700  Morrison  St,,NW 

CL 

6768 

Room  400,  Otis  Bldg.,  810 
18th  St. ,NW. 

Br.  1094 

3301  Garfield  St.,NW...... 

EM 

7790 

Room  1 fiOl  , Navy  Rldg* 

Br.  2006 
Br.  1264 

WftTdmnn  Hotftl » 

CO 

2000 

Room  257,  Dept,  of  State 
Bldg. 

The  Westchester,  4000 
Cathedral  Ave.,NW. 

CL 

5150 

Room  240,  Dept,  of  State 
Bldg, 

Br.  2216 

3901  Connecticut  Aye.,NW..* 

EM 

4303 

OinCERS  OF  THE  ARM?  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBU 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Bums,  John  H.,maJ.,Inf 

Infantry  Bldg. ,1115  17th 

DI  4393 

3431  34th  St.,NW 

CL  7222 

Mrs.  Bums. 

Miss  Frances  L.  Bums. 

*Burr,  Edward,  brig. gen 

St.  ,NW. 

Retired. .................. 

2017  N St.  ,NW 

PO  4656 

Mrs.  Burr. 

Miss  Charlotte  Burr. 

Burr,  John  G.  ,lt.col. ,F.A 

Room  3612,  Munitions  Bldg. 

Br.  1381 

The  Westchester,  4000 

EM  3532 

Burt,  Ernest  H. ,maj. ,J.A.G.D..,. 

Room  406,  Otis  Bldg.,  810 

Br,  2126 

Cathedral  Ave.,NW. 

1413  Shepherd  St.,NW 

AD  3518 

Mrs.  Burt. 

*Burt,  William  H. , brig. gen 

18th 

Army  and  Navy  Club,  17th 
and  I Sts,  ,NW. 

3229  Morrison  St.,NW 

NA  8400 
CL  2475 

Busbee,  Charles  M., It. col., 

Room  400,  Winder  Bldg 

Br.  1668 

(F.A.) ,G.S.C. 

Mrs.  Busbee. 

Mrs.  Charles  M.  Busbee,  Sr. 
Bush,  Kenneth  B. ,maj. ,A,G.D 

Room  260,  Dept,  of  State 

Br.  2254 

Martinique  Hotel 

DI  4150 

*Cabell,  Julian  M. , It. col 

Bldg. 

Pflti  ^ ^ ^ ^ ^ - 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

1301  North  Kirkwood  Road, 

TJa  8400 

Caldwell,  George  L. ,lt.col. ,V.C. 

Room  1803,  Munitions  Bldg. 

Br.  2295 

WA  8475 

Mrs.  Caldwell. 

Callender,  George  R., It. col.. 

A.  M.  C««. 

GE  1000 

Arlington,  Va, 

1345  Montague  St. ,NW 

GE  3587 

M.C. 

Mrs.  Callender. 

Mias  Janet  Callender. 

Canro,  Thomas  J.,lt.col.,(Inf.) , 

Room  326,  Winder  Bldg...., 

Br.  1172 

3501  Davis  3t.,NW. 

EM  7805 

G.S.C. 

Mrs.  Camp. 

Miss  Julie  Camp. 

Campbell.  Boniface .maj . ,FJi 

A.  W.  C.«. 

NA  8772 

3203  Porter  St.,NW 

CL  3323 

Mrs*  Campbell* 

Rftt1  rftd 

TCmATflon  St.  ,NW*  - * . . - - 

GE  7311 

Mrs.  Campbell. 

Miss  Betty  Bmce  Campbell. 
Miss  Ruth  Eachus  Jenkins. 
Mrs.  Alfred  E.  Eachus. 
Campbell,  Daniel  C. ,lt.col.  ,M.C. 

H«  G«  H**a*******ee«.a« 

GE  1000 

1311  Rittenhouse  St.,NW,,. 

GE  4517 

Mrs.  Campbell. 
Campbell,  George  B.,maj., 

Room  407,  Otis  Bldg,  810 

Br.  2126 

15  Fort  Hunt  Road,  Belle 

TE  3966 

J.A.G.D. 

Mrs.  Campbell. 

Campbell,  William  P.,capt. ,F.D.. 

18th  St.,NW. 

Room  2516,  Munitions  Bldg, 

Br.  1758 

Haven,  Alexandria,  Va. 
4700  Connecticut’ Ave.  ,NW. , 

CL  0845 

Mrs.  Campbell. 

Canning,  Austin  J. .It.col. ,M.C. . 

U.  S.  Soldiers*  Home,  D.C. 

AD  9104 

U.  3.  Soldiers*  Home,  D.C. 

AD  9100 

Mrs.  Canning. 

Cannon,  Joseph  £.,1  lt.,M.C..... 

Army  Medical  School 

GE  1000 

7111  9th  St.,NW 

GE  9082 

Carls,  Donald  E. ,1  It., M.C 

Army  Medical  School. 

GE  1000 

1117  Fern  St. ,NW 

RA  3408 

*Carleton,  William  Arthur, col. . . 
Carll,  Walter  T.,1  lt.,V.C 

WftTvimflTi  Ppirk  Hotel . 

CO  2000 

Array  Veterinary  School..., 

GE  1000 

7604  Alaska  Ave.  ,NW 

GE  4058 

’Carmichael,  Roderick  L,,maJ.geD 

Retired 

2511  Cliffboume  P1.,NW... 

CO  57a 

Mrs.  Carmichael. 

Carmody,  Robert  E. ,lt.col.  ,Cav. . 

A.  W« 

NA  8772 

#1  Fontaine  St.,  Jefferson 

TE  2149 

Mrs.  Carmody. 

Carpenter,  Giles  R.  ,capt,  ,F.A. ... 

A.  W«  ....... ....... 

NA  8772 

Park,  Alexemdria,  Va. 
1406  North  Johnson  St., 

WA  8495-J 

Mrs,  Carpenter. 

*Carr,  Irving  J.,raaj.gen 

Carr,  Lawrence  J.,capt.,A.C 

Retired 

Room  225,  Dept,  of  State 

Br.  U31 

Arlington,  Va, 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

Marlyn  Apartments,  39th  St. 

NA  8400 
CL  4114 

’Carrington,  Frank  deL. ,maj 

Carrington,  Gordon  deL.,maJ., 

Bldg. 

Retired 

A.  Vlf.  C...« 

NA  8772 

and  Cathedral  Ave.,NlV, 
1500  Crittenden  St.,NW,,.. 
Array  War  College 

NA  8772 

C.A.C. 

Mrs.  Carrington. 

Mrs,  Gamham. 

Carter,  Harold  R.,1  It., M.C 

Aimy  Medical  School 

GE  1000 

70  Flower  Ave. , Takoma 

SH  2779-J 

Mrs.  Carter. 

WA  7580 

Park,  Md. 

Fort  Myer,  Va,. ........... 

WA  7580 

Mrs.  Carter, 

99601  0—38 2 
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Name,  rank, 


arm  or  aei^ice 


Office  address  and  telephone 


Residence  and  telephone 


Carter,  Warren  R. ,maj. ,A.C...... 

Mrs.  Carter, 

Case,  Homer,  maJ.,(C.A.C.)(}«S.C. 

Mrs.  Case. 

*Cas8,  Lewis  W., col* 

Mrs.  Cass. 

Cave,  Richard  L.,lt.col.,F.D.... 
Mrs.  Cave. 

*Cavenaugh,  Harry  LaT. , col 

Mrs.  Cavenaugb. 

Cavenaugh,  Robert  LaT.,capt., 

M.C. 

Mrs.  Cavenaugh. 

Caygill,  Harry  W. ,maj. , (Inf . ) , 

G.S.C. 

*Cecll,  Joseph  S. , col.... 

Mrs.  Cecil, 

Miss  Caroline  Cecil, 
♦chamberlain,  John  L. ,maj .gen. . , 
Mrs,  Chamberlain. 

Chambers,  Rawley  E. ,maj. ,M.C.,.. 
Mrs.  Chambers, 

♦chandler,  Charles  deF.,col 

Cheatwood,  John  H.,2d  It., 
Air-Res, 

Cheves,  Gilbert  X.,maj.,Cav 

Mrs.  Cheves. 

Miss  Dorothy  Cheves. 
Chickering,  William  E.,raaj., 

A.G.D. 

Mrs,  Chickering. 
Christenberry , C.  W.,maj., 

A.G.D. 

Mrs.  Christenberry. 

Christmas,  John  K. ,maj . ,0.D 

Mrs,  Christmas, 

Churchill,  Harold  W. ,ma j. ,0.D. . . 
Mrs.  Churchill. 

Clark,  Frank  S. ,col. , (C .A.C . ) , 

G.S.C. 

Mrs.  Clark. 

Clark,  Henry  G. ,capt, ,J. A.G.D... 
Mrs.  Clark, 

♦Clark,  Hollis  C., It. col 

Miss  Mary  C.  Clark, 

Clarke,  Garter  W. ,capt. ,S,C 

Mrs.  Clarke. 

Claterbos,  Louis  J. ,capt.  ,C,E. . . 
Mrs,  Claterbos. 

Clay,  Wallace  L. ,lt .col. ,0.D. . , . 
Mrs,  Clay. 

♦cleave,  John  W.,maJ 

Mrs,  Cleave, 

Miss  Mary  Cleave. 

Miss  Ann  Cleave. 

♦clement,  Joseph  T. ,maj 

Mrs.  Clement. 

♦Cloke,  Harold  Edward,  col 

Mrs.  Cloke. 

♦Clopton,  William  H.,  Jr. ,col,., 
Mrs.  Clopton. 

Coates,  John  Boyd,  Jr. ,1  It., 

M.C. 

Mrs.  Coates, 

Cobum,  Henry  C.  ,Jr.,col.  ,M.C. . . 
Mrs.  Cobum. 

Miss  Elizabeth  L.  Cobum, 


Room  2044,  Munitions  Bldg. 

Room  504,  Winder  Bldg 

Retired 

Room  1024,  Munitions  Bldg. 
Retired..... 

Tort  Myer,  7a 

Room  227,  Dept,  of  State 
Bldg. 

Retired 

Retired 

W.  R.  G*  H...... .......... 

Retired 

Bolling  Field,  D.  C 

Room  3202,  Munitions  Bldg. 

Room  250,  Dept,  of  State 
Bldg. 

Room  1521 , Munitions  Bldg. 

Room  3705,  Munitions  Bldg, 
Room  3805,  Munitions  Bldg. 
Room  414,  Winder  Bldg 

Room  304,  Otis  Bldg.,  810 
18th  3t.,NW. 

Retired 

Room  3441,  Mtinltlons  Bldg. 

Room  2703,  Munitions  Bldg, 

Room  3060,  Munitions  Bldg. 

Retired 

Retired 

Retired 

Retired 

Array  Medical  School 

W.  R.  G.  H... ............. 


Br.  2231 

2246  49th  St., NW 

BU 

2148 

Br.  1804 

The  Dresden,  2126  Connect- 
icut Ave.,NW. 

NO 

3593 

Wardman  Park  Hotel 

CO 

2000 

Br.  1262 

The  Broadmoor,  3601 
Connecticut  Ave.,NW. 

CL 

6900 

330  Woodland  Terrace,  ' 
Jefferson  Park, 
Alexandria,  7a. 

Alex. 

2574-W 

WA  7580 

Fort  Myer,  7a 

WA 

7580 

Br.  1682 

The  Chastleton,  16th  and  R 
Sts.  ,NW. 

DU 

1000 

2029  Connecticut  Ave.,NW.. 

PO 

6261 

1820  Jefferson  Place,  NW.. 

DI 

4160 

GE  1000 

8514  Cedar  St,,  Silver 
Spring,  Md. 

SH 

3834 

3024  Tilden  St. ,NW........ 

EM 

6664 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Br.  1979 

933  20th  St.,  South, 
Arlington,  7a. 

JA 

1602-W 

Br.  1691 

3235  38th  St.,NW 

EM 

4008 

Br.  1453 

1501  Colonial  Terrace, 
Rosslyn,  7a. 

WA 

7873 

Br.  1217 

1816  45th  St.,NW 

EM 

2542 

Br.  1543 

3041  Sedgwick  St.,NW 

EM 

3488 

Br.  1810 

1869  Wyoming  Ave.,NW 

AD 

3516 

Br.  1618 

5721  32d  St.,NW 

CL 

6396 

2012  Hillyer  Place,  NW.... 

NO 

5876 

Br.  1184 

3920  Benton  St.,NW 

CL 

6499 

Br.  1990 

3020  McKinley  St. ,NW 

cL 

1456 

Br.  1580 

2205  California  St.,NW.,.. 

PO 

0758 

3226  K1 ingle  Road,  NW 

EM 

3259 

Willard  Hotel 

NA 

4420 

The  Westmoreland,  2122 
California  3t.,NW. 

NO 

4134 

32  West  Irving  St.,  Chevy 
Chase,  Md. 

WI 

3286 

GE  1000 

1213  Fern  St.  ,NW 

GE 

6928 

GE  1000 

7117  14th  St.,NW 

GE 

1000 

OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


9 


Name,  rank,  am  or  seirvlce 

Office  address  and  telephone 

Residence  and  telephone 

*Cocheu,  Frank  S.,maj.gen 

NO 

1240 

Mrs.  Cocheu. 

cut  Ave.  and  Califor- 

nia  St.  ,NW. 

Cochran,  Avery  M. ,1  It.,  Inf.... 

Fort  Washington,  Ud ....... 

AIax. 

Mrs.  Cochran. 

1245 

Cockrell,  James  K. , Jr., It. col.. 

Room  H-349,  Bldg.  E,  6th 

Br.  1290 

1669  31st  St.,NW 

PO 

4233 

Cav. 

St.  and  Adams  Dr. ,SW. 

Mrs.  Cockrell, 

*Coe.  Frank  W. .maj.ean. 

PO 

1203 

Mrs.  Coe. 

*Coe,  William  C.,1  It 

NO 

7258 

Mrs.  Coe, 

Cohee,  Ora  J.  ,Ch. ,(lt. col. )...., 

Fort  Myer,  Vn. .......... .. 

WA  7580 

WA 

7580 

Mrs.  Cohee. 

Mrs.  Florence  Cohee  Parker. 

Colby,  Elbridge,  maj..  Inf 

Room  H-331,  Bldg.  E,  6th 

Br.  1023 

3309  Highland  Place,  NW... 

EM 

3048 

Mrs.  Colby, 

St.  and  Adams  Dr.,SW. 

Cole,  Frank  L. , It. col. ,M.C 

We  I^e  0# 

GE  1000 

1322  Dogwood  St.,NW 

GE 

1000 

Mrs.  Cole. 

Cole,  Loren  F, ,1  It. , Cav. 

Fort  MyflT , 

WA  7580 

WA 

7580 

*Coleman,  Frederick  W. , maj .gen. . 

Retired 

U.  S.  Soldiers’  Home,  D.C. 

CO 

4312 

Mrs,  Coleman. 

Colladay,  Edgar  B., It. col.. 

Room  422,  Winder  Bldg 

Br.  1828 

1401  12th  St.,  North, 

WA 

6988 

(C.A.C.)G.S.C. 

Arlington,  Va. 

Mrs.  Colladay. 

Collier,  John  H. ,capt. ,Cav...... 

Fort  Myer,  7a............. 

WA  7580 

WA 

7580 

Mrs.  Collier, 

*Collier,  Lute  E. , maj. ........ .. 

Rftti  rod  ... 

1807  Biltmore  St,,NW 

AD 

7388 

Mrs.  Collier. 

Collins,  J.  Lawton,  maj. , Inf.... 

A«  We  Ceeeeeeeeeeeeeeaeee# 

NA  8772 

Army  War  College 

NA 

8772 

Mrs,  Collins. 

Collins,  Samuel  P. ,capt. ,S,C. . . , 

Room  3441,  Munitions  Bldg. 

Br.  1470 

3007  Holly  St.,  Alexandria, 

Alex. 

Mrs.  Collins. 

Va. 

1426-R 

Compton,  Louis  J, ,maj . , (F.A.) , 

Room  516,  Winder  Bldg..... 

Br.  1494 

3602  ^uesada  St.  ,NW....... 

EM 

9020 

G»SeC* 

Mrs.  Compton. 

*Comstock,  Harry  E. , col. ....... • 

Rftti  r«d 

Mrs.  Comstock, 

St,  and  Cathedral  Ave., 

NW. 

Arthur  ^ 

R«tl  r«d 

3H 

2113 

Mrs.  Conger. 

Takoma  Park,  Md. 

Mrs.  C.  D.  Ayers. 

Kdg«r  T.  ,Tn«  J-gfln.  ^ - 

Rflti  rfld 

Prtflt  O’f'flftA,  fiHvAr 

(SH 

4P.60 ) 

Mrs.  Conley. 

Spring,  Md. 

(Ashton  ) 

Residence,  Fairland,  Md. 

( 

39-F-3 ) 

Connally,  William  P.,  Jr. ,1  It., 

Georgetown  University  Law 

NA  7061 

2651  16th  St.  ,NW 

AD 

2000 

(F.A.)J.A.G.D. 

School. 

Mrs.  Connally. 

Connell,  John  F. ,capt. ,F.D...... 

Room  2526,  Munitions  Bldg. 

Br.  1758 

4845  16th  St.,  North, 

WA 

8045-R 

Mrs.  Connell. 

Arlington,  Va. 

Conner,  Steven  L. ,capt. ,0.D..... 

Room  3706,  Munitions  Bldg. 

Br.  1257 

West  Falls  Church,  Va 

Falls  Oh, 

Mrs.  Conner. 

378 

Rfttlr  Ad 

1616  21st  St.,NW 

PO 

2413 

Mrs.  Conrad. 

Miss  Jean  Conrad. 

Conrad,  Victor  A. ;capt. ,S.C. . ... 

Room  3403,  Munitions  Bldg. 

Br.  1689 

4508  Burlington  Place., NW,, 

EM 

4986 

Mrs.  Conrad. 

Fort  MyAr,  Vn. ........... . 

WA  7580 

Fort  Mynr,  Vn... .......... 

WA 

7580 

Mrs.  Cook. 

WA  7580 

Fort  Mvor,  Vn. ...........  - 

WA 

7580 

Cooke,  Elliot  D. ,maj..  Inf 

A#  We  Ceeeeeeeeeeeeeeeee** 

NA  8772 

2230  California  3t.,NW.... 

DU 

4666 

Mrs.  Cooke. 

Cooney,  Harold  A. , maj. , F.A 

Ae  We  Ceeeeeeeeeeeeeeeeeee 

NA  8772 

Westchester  Apartments, 

EM 

6401 

Mrs.  Cooney. 

4000  Cathedral  Ave.,NW, 

Cooney,  James  P.,capt.,M.C...... 

W.  R.  G.  H 

GE  1000 

802  Fern  Place,  NW. ....... 

GE 

3010 

Mrs.  Cooney. 

Rfttl rnd ................... 

4461  South  Dakota  Ave.,NE, 

DE 

1585 

Cooper,  W.  Clark, 1 lt.,M.C 

Army  Medical  Center 

GE  1000 

1401  Whittier  St.,NW..i... 

RA 

4350 

Mrs.  Cooper. 
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Name,  rank,  am  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Rfttl  rftrt 

1020  Prince  St.,  Alex- 
andria, Va. 

TK 

2339 

Mrs.  Cootes. 

Miss  Mary  E.  D.  Cootes. 

CoptHome,  William  A.  , It. col.  , 

A*  W*  C******************* 

NA  8772 

The  Kennedy-Warren,  3133 

CO 

4237 

C.W.S. 

Connecticut  Ave.,NW. 

Mrs.  Copthome. 

Corbett,  Sewell  M. ,lt.col. ,M.C.« 

ttfo  H*  G* 

GE  1000 

3719  Columbia  Pike, 

WA 

8477 

Mrs.  Corbett. 

Arlington,  Va. 

Corbett,  William  H. ,2d  lt.,F.A.. 

Fort  Myer,  Va 

WA  7580 

4223  2d  Road,  Buckingham, 

WA 

6502-W 

Mrs.  Corbett. 

Arlington,  Va. 

Spancftr,  col.« ^ 

2025  0 St. ,NW 

DE 

4940 

Mrs.  Cosby. 

Coughlin,  Robert  E. ,capt. ,C.E... 

Room  2851,  Munitions  Bldg. 

Br.  1431 

2321  24th  Road,  South, 

WA 

9085 

Mrs.  Coughlin. 

Miss  Mary  Anne  Coughlin. 

Arlington,  Va. 

Cound,  Oliver  E. ,capt. ,Q.M.C. . .. 

Room  2216,  Munitions  Bldg. 

Br.  1560 

3606  Norton  Place,  NW..... 

EM 

9293 

Mrs.  Cound. 

Coupland,  Richard  C. ,maj. ,0.D. . . 

Room  3829,  Munitions  Bldg. 

Br.  1085 

3114  45th  St.,NV; 

CL 

0969 

Mrs.  Coupland. 

Coursen,  Edgar  G. , Jr. ,maj.. 

Room  2216,  Munitions  Bldg. 

Br.  1560 

Stoneleigh  Court,  Connect- 

NA 

2266 

q.M.C. 

icut  Ava.  and  L St.,NW. 

Mrs.  Coursen. 

Cowan,  Egbert  W.  Van  D., It. col., 

D.C. 

Mrs.  Cowan. 

Fort  MyftTj  Vn.  « 

WA  7580 

Fort  Hfyftr,  Vn..  ^ « 

WA 

7580 

.'^719  Rfiflftrvoir  Rond,  TJW 

Wnilnm  K-.  , col . 

EM 

6751 

Mrs.  Cowles. 

Cox,  Walton  W. ,maj. ,{Cav.)G.S.C. 

Room  2642,  Munitions  Bldg, 

Br.  1917 

2918  Glover  Driveway,  NW.. 

CL 

3657 

Mrs.  Cox. 

Grafton,  Denham  B. , col. , Inf 

Room  3604,  Munitions  Bldg. 

Br.  1212 

3830  Reno  Road,  NW 

CL 

3149 

Mrs.  Crafton. 

Craig,  Louis  A. ,lt.col. ,F.A. . . . , 

A*  W« 

NA  8772 

501  Somerset  Road,  Balti- 

Univ.4798 

Mrs.  Craig. 

Miss  Miriam  M.  Craig. 

more,  Md. 

Craig,  Malin,  gen..  Chief  of 

Room  224,  Dept,  of  State 

Br.  2077 

•Quarters  No.  1,  Fort  Myer, 

WA 

7580 

Staff. 

Bldg. 

Va. 

Mrs.  Craig. 

Craigle,  Laurence  C. ,capt. ,A.C.. 

Room  2517,  Munitions  Bldg, 

Br.  1758 

414  Lee  Boulevard,  Falls 

Falls  Ch. 

Mrs.  Craigie. 

Church , Va. 

1472 

Mrs.  Gale  C.  Morrison. 

■^Craigie,  Wallace  M., It. col 

Room  6,  Woodrow  Wilson  \ 

NA  1300 

6915  Beverly  Road,  Edge- 

WI 

4648 

Mrs.  Craigie. 

High  School. 

moor,  Bethesda,  Md. 

Cramer,  Myron  C., It. col.. 

Room  603,  Otis  Bldg,,  810 

Br.  1630 

2700  4 St. ,NW 

DU 

6876 

J.A.G.D. 

18th  St.,NW. 

Mrs.  Cramer. 

Miss  Mary  Cramer. 

Crane,  John  A. ,col. ,(F.A. )G.S.C. 

Room  403,  Winder  Bldg..... 

Br.  1098 

5101  North  Washington 

WA 

6380 

Mrs.  Crane. 

Miss  Mary  McKim  Crane. 

Blvd.,  Arlington,  Va. 

Crane,  William  C. , It. col. ,F .A. . . 
Mrs.  Crane. 

WA  7580 

Fort  ^.ffyftr,  Vn...  . ^ ^ 

WA 

7580 

Crawford,  David  McL.  ,lt.col. , 

Room  3429,  Munitions  Bldg. 

Br.  1460 

3607  North  Pershing  Drive, 

WA 

7898 

S.C. 

Arlington,  Va. 

Mrs.  Crawford. 

Mias  Leslie  Crawford, 

Crawford,  James  P. , It. col. ,M.C.. 
Mrs.  Crawford. 

GE  1000 

2853  Ontario  Rond, 

CO 

0800 

4600  Broad  Branch  Road,NW. 

CL 

3095 

Mrs.  Crawford. 

Miss  Doley  Crawford. 

Crawford,  William  R.,2d  It., Inf. 

Alex. 

1245 

Alex. 1245 

Cress,  Erie  F. ,maj. ,Cav. ........ 

A*  W*  C*«**«««*********»*« 

NA  8772 

The  Kennedy-Warren,  3133 

CO 

1 

o 

Mrs.  Cress. 

Mrs.  Edward  Wilbert. 

Connecticut  Ave.,NW. 

Cressman,  Frederic  E.  ,capt. ,M.C. 
Mrs.  Cressman. 

2115  C St.,NW 

Br.  1442 

6320  14th  3t.,NW 

GE 

3015 
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Name,  rank,  am  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Crittenberger,  Willis  D., It. col. 

Room  3204,  Munitions  Bldg. 

Br.  2025 

2918  33rd  Place,  m 

CL 

3670 

Cav. 

Mrs.  Crittenberger. 

*Crozier,  William,  maj.gen 

Mrs.  Crozier. 

♦Cruikshank,  William  M. ,brig. 

Retired 

Retired 

1735  Massachusetts  Ave,,NW, 
The  Dresden,  2126  Connect- 

PO 

3341 

gen. 

Mrs.  Cruikshank. 

Culin,  Frank  L. , Jr., It. col., 

Room  2028,  Munitions  Bldg. 

Br.  2214 

icut  Ave,  ,NW, 

4323  Reno  Road,  NW 

EM 

0174 

(Inf. ),N.G.B. 

Mrs.  Culin. 

Miss  Virginia  Culin. 
Cumberpatch,  James  T.  ,capt. ,A.C. 

Room  2606,  Munitions  Bldg, 

Br.  1474 

Tilden  Gardens,  3041 

CL 

5334 

Mrs.  Cumberpatch. 

Miss  Jean  Warner. 

Cuny,  Clifford  D.,maj.,S.C 

Room  3426,  Munitions  Bldg. 

Br.  1837 

Sedgwick  St.,NW. 

3806  Brandywine  St.,NW,,,, 

CL 

8175 

Mrs.  Cuny, 

Miss  Katheryn  Cuny. 

Dabney,  Albert  S. ,lt,col. ,M.C . . . 

Room  1070,  Munitions  Bldg. 

Br.  a 39 

2900  Connecticut  Ave.,NW,, 

CO 

2025 

Mrs.  Dabney. 

Dabney,  Walter  D. ,lt.col. , (F.D. ) 

Room  2409,  Munitions  Bldg, 

Br.  1056 

3918  Benton  St. ,NW 

EM 

2038 

N.G.B. 

Mrs.  Dabney. 

Dahlquist,  John  E. ,maj. ,(Inf.) , 

Room  423,  Winder  Bldg...., 

Br.  1696 

4901  Tilden  St.,NW 

EM 

6460 

G .0 . C . 

Mrs.  Dahlquist. 

Daly,  Cornelius  M. ,maj.,Cav 

A*  W«  G*«****«««***«**»«*9 

NA  8772 

The  Kennedy-Warren , 3133 

CO 

8677 

Mrs.  Daly. 

Miss  Mary  Charlotte  Daly. 
Daly,  John  C.,maj.,Cav 

A*  Vf*  C******************* 

NA  8772 

Connecticut  Ave.,NW. 
3129  9th  Road,  North, 

WA 

6432 

Mrs.  Daly. 

*Daly,  Joseph  0., It. col 

Danford,  Robert  M., maj.gen.,  C. 

Retired 

Room  3012,  Munitions  Bldg, 

Br.  2127 

Arlington,  Va. 

420  East  Leland  St., 

Chevy  Chase,  Md. 

2400  16th  St.,NW 

AD 

9481 

of  F.  A. 

Mrs.  Danford. 

Darby,  Marshall  E. ,capt. ,(0.D.) , 

Room  2403,  Munitions  Bldg. 

Br.  1411 

3042  Tilden  St.  ,NW 

EM 

4384 

N.G.B. 

Mrs.  Darby. 

AD 

1417-J 

Mrs.  Damall. 

Damall,  Joseph  R.  ,lt.col.  ,M.C.. 

Room  1066,  Munitions  Bldg. 

Br.  1019 

3636  Brandywine  St.,NW.,.. 

EM 

5757 

Mrs.  Damall, 

Miss  Eleanor  Damall. 
Davidson,  Howard  C.  ,lt.col.  ,A.C. 

Room  2635,  Munitions  Bldg, 

Br.  2265 

3238  R St. ,NW 

WE 

0618 

Mrs.  Davidson. 

Davis,  Addison  M.  ,col.,M.C 

Army  Medical  Center 

GE  1000 

7108  l4th  3t.,NW 

GE 

1000 

Mre.  Davis. 

1537  Foxhall  Road,  NW 

EM 

9218 

Mrs.  Davis. 

Davis,  Joseph  R. , col. ,(F.A. ) , 

Room  2032,  Munitions  Bldg. 

Br.  1167 

2601  Calvert  St.,NW 

CO 

1638-J 

N.G.B. 

Mrs.  Davis. 

Davis,  Merle  H.,maJ.,0.D 

Room  3745 , Munitions  Bldg. 

Br.  1660 

Lyonhurst,  4700  25th  St., 

WA 

7809 

Mrs.  Davis. 

Davis,  Michael  F. ,lt.col. ,A.C. . . 

Room  2058,  Munitions  Bldg. 

Br.  1532 

North,  Arlington,  Va. 
1624  44th  St. ,NW 

CL 

5299 

Mrs.  Davis. 

Davis,  Thomas  F. ,lt.col. ,D.C. . .. 

W.  R.  G.  H 

GE  1000 

1441  Whittier  St.,NW 

RA 

0144 

Mrs.  Davis. 

Mrs.  S.  G.  Medlin. 

4404  Volta  Place,  NW»«***. 

CL 

7895 

Mrs.  Davison. 

Day,  William  H.,1  lt.,D.C 

Room  1131,  Munitions  Bldg. 

Br.  1420 

2929  Connecticut  Ave.,NW.. 

AD 

9248-J 

Mrs.  Day. 

Dean,  William  r.,capt.,Inf 

Room  2525,  Munitions  Bldg. 

Br.  1758 

3645  Warren  St.,NW 

6377 

Mrs.  DefS . 

Deane,  John  R.,maJ.,Inf 

A*  C******************* 

NA  8772 

The  Kennedy-Warren,  3133 

CO 

8387 

Mrs.  Deane. 

Connecticut  Ave.,NW. 
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DeArmond,  George  W. ,col. ,F.A. . . 
Mrs.  DeArmond. 

Deas,  Alston,  maj.,lnf 

Mrs.  Deas. 

*DeCaro,  Frederick,  capt 

Mrs,  DeCaro. 

DoCoursey,  Elbert , capt. ,M.C. .. . 
Mrs,  DeCoursey, 

♦Deems,  Clarence,  Jr. , col 

Mrs.  Deems. 

♦Defandorf,  Jason  F. ,lt.col. . . . 
Mrs.  Defandorf, 

♦Delaplane,  Channing  E.,col..., 
Mrs.  Delaplane. 

deLorlmler,  Alfred  A.,capt.,M.C 
Mrs.  deLorlmler. 

Mrs.  Jeanne  M.  deLorlmler. 
Dennis,  Albert  E.,1  lt.,Q.M.C.. 
Mrs.  Dennis. 

♦Dent,  Elliott  J.  ,col 

Mrs.  Dent. 

Denton,  William,  col.,M.C 

Mrs.  Denton. 

Mias  Jane  Denton. 
deRuasy,  Rene  E. ,maj. ,Q.M.C. . . . 
Mrs.  deRussy. 

Miss  Marjorie  H.  deRussy. 
Deaobry,  Elmer  C. ,col. ,A.O.D. .. 
Mrs.  Desobry. 

D'Espinosa,  William  J.,capt., 

O.D. 

Mrs.  D'Espinosa. 

♦Devore,  Daniel  B. , brig. gen. • 
Mrs.  Devore. 

Dewey,  Arthur  S. ,capt. ,0.M.C... 

DeWitt,  John  L.,maJ.gen 

Mrs.  DeWitt. 

DeWitt,  Wallace,  brig. gen.  ,Asst 
to  The  3 . G . 

Mrs.  DeWitt. 

Mrs,  F.  W.  Foster. 

♦Dicklns,  Randolph,  capt....... 

Mrs.  Dicklns. 

Miss  Virginia  Fleming 
Dicklns. 

Mrs.  Albert  W.  Diokins. 
Dillon,  Joseph  V.  do  P.,capt. 
(C.A.C.),J.A.O.D. 

Mrs.  Dillon. 

Miss  Beverly  Ann  Dillon. 

Dillon,  Leo  J. ,maJ.,O.D 

Mrs.  Dillon. 

♦Dlnsmore,  Harold  D. ,capt 

Mrs.  Dlnsmore. 

Dixon,  William  M. ,lt.col. ,F.D. . 
Mrs.  Dixon. 

Miss  Marian  L.  Dixon. 
Dodson,  Claude  C. ,capt. ,M.C.... 
Mrs.  Dodson. 

Donaldson,  Thomas  Q. , Jr. , capt. 
Cav, 

Mrs.  Donaldson. 

Doniat,  Francis  A. , col. ,FJ1.. .. 
Mrs.  Doniat. 

Donoghue,  John  H. ,1  lt.,C.E.... 
Mrs.  Donoghue. 

♦Donovan,  John  G., It. col. 

Mrs.  Donovan. 

Mrs.  Louise  F.  Donovem. 


. Room  H-329,  Bldg.  E,  6th 

St.  and  Adams  Dr. ,SW, 

. Room  H-137 , Bldg.  E , 6th 

St.  and  Adams  Dr.,SW. 

. Retired 

, Army  Medical  Museum 

. Retired 

. Retired. 

. Retired 

. Army  Medical  School 

. Fort  Myer,  Va 

. Retired 

. Army  Medical  School 

. Room  2101,  Munitions  Bldg, 

, Room  1044,  Munitions  Bldg. 

Room  3702,  Munitions  Bldg, 

. Retired.......... 

. A.  W.  C. ............ ...... 

. A.  W.  C. ....... ........... 

. Aimy  Medical  Center. ...... 

. Retired 


Room  407,  Otis  Bldg.,  810 
18th  St.,NW. 

. Room  3825,  Munitions  Bldg. 

. Retired 

. Room  3324,  Munitions  Bldg. 


. Army  Medical  School 

, Fort  Myer,  Va...... 


. Room  3207,  Munitions  Bldg. 

. Engineer  Reproduction 
Plant,  A.  W.  C. 

. Retired.. 


Br.  1023 

3401  Lowell  St.,NW 

EM  3746 

(DI  2200) 

300  Woodland  Terrace, 

Alex. 

(Br.  315) 

Alexandria,  Va. 

1824-J 

2231  Q St,,NW 

DU  5623 

Br.  1545 

8607  Cedar  St.,  Silver 

SH  3384-J 

Spring,  Md. 

Birch  sad  Holly  Sts., 

Alex.2188 

Alexandria,  Va. 

15  Keswick  St.,  Garrett 

Ken.  45-W 

Park,  Md. 

10  Edgehill  Drive, 

Alex. 2552 

Alexandria,  Va. 

GE  1000 

7400  14th  St. ,NW..... 

GE  2660 

WA  7580 

Fort  Myer,  Va. 

WA  7580 

3403  Rodnisu  3t> • |NW •••••••• 

EM  6215 

GE  1000 

4420  q St.,NW 

EM  7387 

Br.  1158 

2701  Connecticut  Ave.,NVJ.. 

CO  10241 

Br.  1109 

1536  44th  St.,NW 

EM  4957 

Br.  1387 

3008  McKinley  St 

EM  3560 

2000  24th  St.,NW 

NO  4180 

NA  8772 

Army  War  College 

NA  8772 

NA  8772 

Army  War  College 

NA  8772 

GE  1000 

Army  Medical  Center 

GE  1000 

Dresden  Apartments,  2126 

NO  3593 

Connecticut  Ave.,NW. 

Br.  2126 

5720  Nebraska  Ave.,NW 

EM  7928 

Br.  2226 

4419  36th  St.,NW 

CL  9451 

6305  • |NW ••••••••«•• 

RA  3457 

Br.  1202 

1525  Foxhall  Road , NW . . , . . 

EM  9453 

GE  1000 

3208  Fenton  St.,  Silver 

SH  3681-W 

Spring,  Md. 

WA  7580 

Fort  Myer,  Va 

WA  7580 

Br.  1585 

3316  Rowland  Place,  NW,,., 

CL  0194 

NA  8772 

Marlyn  Apartments,  3900 

EM  5707 

Cathedral  Ave. ,NW. 

1210  Farragut  St.,NW 

GE  3706 
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Donovan,  Leo,  maj.,Inf 

NA  8772 

309  South  Highland  St., 

WA 

6278-J 

Mrs.  Donovan. 

Arlington,  Va. 

*Dova.  Wilbur  E.  ,maj 

WA 

7700 

Mrs.  Dove. 

Village,  Arlington,  Va, 

Downs,  Charles  McC. ,capt. ,M.C... 

Fort  Myer,  Va. .......... .. 

WA  7580 

Fort  MyAr,  ^ ^ ^ ^ . 

WA 

7580 

Mrs.  Downs. 

*Drake,  Albert  F.,maJ 

A pVi  - 1 A.9. 

Mrs.  Drake. 

Md. 

*Drake,  Charles  B. , brig. gen 

Retired. .................. 

1909  S St.,NW 

NO 

88  92 

Mrs.  Drake. 

Miss  Barrine  Drake. 

Drake,  Frank  R.,1  lt.,M.C 

Amy  Medical  School....... 

GE  1000 

5506  14th  St.,NW 

GE 

8434 

Mrs.  Drake. 

Dravo,  Charles  Avery, col. , Inf .. . 

National  Guard  Armory,  6th 

ME  5810 

P.  0.  Box  136,  Annapolis, 

Mrs.  Dravo. 

St.  and  Pennsylvania 

Md. 

Ave.  ,NW. 

Dreisbach,  Albert  R. ,capt. ,M.C.. 

Army  Medical  School....... 

GE  1000 

GE 

1000 

Mrs.  Dreisbach. 

Drewry,  Ouy  H.,maJ.,O.D 

Room  3736,  Munitions  Bldg, 

Br.  1764 

5338  Broad  Branch  Road,NW, 

EM 

6366 

Mrs.  Drewry. 

Drummond,  W.  Hinton,  capt.,M.C.. 

We  Re  Gre  Heeeeeeeeeeee**** 

GE  1000 

Army  Medical  Center 

GE 

1000 

Mrs . Drummond . 

Duff,  Robinson  E. ,maj> ,(Inf . ) 

Room  312,  Winder  Bldg 

Br.  1649 

2603  Key  Blvd. , Lyon 

C.S.C. 

Village,  Arlington,  Va. , 

WA 

6478 

Mrs.  Duff. 

Miss  Mary  Duff. 

Duffy,  Irving  A. ,capt. ,{F.A.) , 

Room  608,  Otis  Bldg.,  810 

Br.  1630 

3224  Cleveland  Ave.,NW.... 

CL 

3868 

J.A.G.D. 

18th  3t.,NW. 

Mrs.  Duffy. 

Mrs.  F.  E.  Hopkins. 

DuFrenne,  Martin  F. ,lt.col. ,M.C . 

We  Re  Ge 

GE  1000 

7706  14th  St.,NW 

GE 

6022 

Mrs.  DuFrenne. 

, Thnirwfl  R- ihrlg-gAn - * - ^ 

Rfttl  rftd 

RASATVoir  Roflrt  , 

WE 

0509 

Mrs.  Dugan. 

RetiT*A(i 

211  Frtmoriflton  Rond, 

GR 

1111 

Mrs.  Duke. 

Hyattsville,  Md. 

Mrs.  Etta  H.  Judson. 

Fort  WflfthlngtOTi,  ^ ^ m.  » ^ 

AlflXe 

Fort  Wft.qhi rgton  , 

1245 

Dunham,  George  C. ,lt.col. ,M.C... 

Army  Medical  School 

GE  1000 

63U  13th  St.  ,NW 

GE 

5451 

Mrs.  Dunham. 

Dunkel,  Leonard  N. ,maj. ,{Inf . , 

Room  321,  Winder  Bldg..... 

Br.  1280 

Clifton  Manor,  2514  14th 

AD 

9740 

N.G.,D.S.),G.S.C. 

St.,NW. 

l.'SOQ  fin  n ft  tin  e . - - - 

GE 

5876 

Mrs.  Dunphy. 

Dusenbury,  Carlisle  C.,capt., 

Room  3412,  Munitions  Bldg. 

Br.  1632 

3515  Legation  St.,NW 

EM 

0324 

Inf. 

Mrs.  Dusenbury. 

Br.  1146 

3513  Rodman  St.,NW 

CL 

8064 

B.I.A. 

Mrs.  Eager. 

Miss  Jeaime  F.  Eager. 

Miss  Ann  C.  Jeffery. 

Baker,  Ira  C. ,lt.col. ,(maj. ) , 

Room  1054,  Munitions  Bldg. 

Br.  1551 

3509  M St.,NW 

WE 

0653 

A • V • 

Mrsi  Eaker. 

Earnest,  Herbert  L. ,maj. ,Cav.. . . 

Room  2534,  Munitions  Bldg. 

Br.  1758 

4649  Garfield  St.,NW 

CL 

3729 

Mrs,  Earnest. 

Easterbrook,  Arthur  E., It. col.. 

Room  2633,  Munitions  Bldg. 

Br.  2265 

3110  44th  St.  ,NW 

CL 

6220 

(maj.)  rA.C. 

Mrs.  Easterbrook, 

Eastman,  Clyde  L. ,col. ,S.C. . . .. . 

Room  3034,  Munitions  Bldg. 

Br.  2070 

11  Edgewood  Terrace,  Belle 

TE 

2546-R 

Mrs.  Eastman. 

Haven,  Va. 

Eaton,  Samuel  C.,  Jr.,maJ., 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

(capt. ) ,A.C. 

Mrs.  Eaton. 

Eberle,  Sidney  S.,maJ.,Inf 

Room  H-323,  Bldg.  E,  6th 

Br.  1065 

4330  Klingle  St.,NW 

EM 

7682 

Mrs.  Eberle. 

St.  and  Adams  Drive ,SV/. 
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Echols,  Oliver  P. , It. col. , (maj. ) 

A*  W*  C»**««*«*»*«ea****«« 

NA  8772 

2712  35th  Place ,NW 

CL  3613 

A.C. 

Mrs,  Echols. 

Mrs.  L.  F.  Bailey. 

R R 1 1 r A 

3908  McKinley  St.,NW 

EM  9124 

Mrs.  Edgerly. 

Rfiti  rfid  A. 

PO  2790 

Mrs,  Edwards. 

Edwards,  Idwal  H.  ,lt.col. ,(maj. ) 

Room  316,  Winder  Bldg 

Br.  1219 

4700  Connecticut  Ave.,NW.. 

EM  0913 

(A.C. ) ,G.S.C. 

Mrs.  Edwards. 

EdwaI^i3,  Lemuel  E.  ,capt.  ,F.D. . . . 

Room  3221,  M\mitions  Bldg. 

Br.  1663 

3200  16th  St.,NW 

DE  6400 

Eichelberger,  Robert  L.,col., 

Room  221,  Dept,  of  State 

Br.  2183 

2928  28th  St.,NW 

AD  3697 

(Inf.) ,G.S.C. 

Bldg. 

Mrs.  Eichelberger. 

Elder,  Eugene  7.,capt.,S.C 

Room  3423,  Munitions  Bldg, 

Br.  1335 

3517  R St.,NW., 

CL  0389 

Mrs.  Elder, 

Elliott,  Jesse  D. ,col. , (Inf , ) , 

Room  1714,  Munitions  Bldg. 

Br.  1776 

2139  Wyoming  Ave. ,NW 

PO  6391 

l.G.D. 

Mrs.  Elliott. 

Elliott,  Wilbur  S. ,maj. ,Q.M.C... 

Room  2316,  Munitions  Bldg. 

Br.  1982 

3208  Hi^land  Place,  NW... 

EM  0177 

Mrs.  Elliott. 

Miss  Patricia  P.  Elliott. 

Ellis,  E.  DeTreville,  It, col., 

Room  242,  Dept,  of  State 

Br.  1076 

24  West  Irving  St,,  Chevy 

WI  6589 

q.M.C. 

Bldg. 

Chase,  Md. 

Mrs.  Ellis, 

Miss  Laura  Harris  Ellis. 

Pfttl  TAd  * 

1813  19th  St  - ,NW 

DE  3045 

Mrs.  Ellis. 

Ellis,  Wilber  R. ,capt, ,Q.M.C. .. . 

Room  2018,  Munitions  Bldg. 

Br.  . 3 

605  North  View  Terrace, 

Alexandria,  Va. 

PO  0146 

Mrs.  Ely. 

2540  Massachusetts  Ave.,NW. 

PO  5540 

Mrs,  Ely, 

English,  Paul  X. ,lt.col. ,C .W.S. . 

Room  3504,  Munitions  Bldg. 

Br.  1363 

3726  Harrison  St.,NW 

EM  1170 

Mrs.  English. 

Ennis,  Riley  F. ,capt. ,Inf . . . , . 

A«  vV*  O******************* 

NA  8772 

4701  Connecticut  Ave.,NW.. 

EM  6874 

Mrs.  Ennis, 

Epperly,  Tames  M. ,maj.,D.C 

Room  1131,  Munitions  Bldg. 

Br.  1420 

2219  California  St.,NW.... 

PO  2425 

Mrs,  Epperly. 

Ernst,  Kenneth  F.  ,capt. ,M.C . , . . . 

Army  Medical  School 

GE  1000 

717  Dahlia  St.,NW.- 

GE  6818 

Mrs.  Ernst. 

Ervin,  Humphrey  N. ,lt.col. ,M.C.. 

W*  H*  G«  !!••••••••••«••••• 

GE  1000 

3911  McKinley  St.,NW. 

CL  6668 

Mrs.  Ervin. 

*Evans,  Frederic  D. , brig, gen.... 

Retired 

2844  Wisconsin  Ave.  ,NW.,,, 

EM  3554 

Mrs.  Evans, 

Evans,  Ira  K. ,capt. ,Q.M.C 

Room  2141,  Munitions  Bldg. 

Br.  1780 

3710  Reno  Road,  NW 

CL  6183 

Mrs,  Evans. 

1 j W.  f It « C!ol  « . « ^ » 

Retired. .................. 

Thfi  Kfinnedy-Wn  rTATi  , ."^1 

CO  0446-W 

Mrs,  Ewell. 

Connecticut  Ave.,NW. 

Ewert,  Earl  C. ,maj. ,(F.A.) , 

Room  229,  Dept,  of  State 

(Br.  1425) 

4514  Connecticut  Ave,,HW,, 

CL  3201 

G.S.C. 

Bldg. 

(Br.  1438) 

Mrs.  Ewert, 

OlfirATiCft  M- ^ ^ . « • « • 

Ret  ir  fid 

KM  9190 

Mrs,  Exley. 

Rfiti  T*fid 

WE  1439 

Mrs.  Exton, 

Miss  Jacqueline  Exton, 

Fairbank,  Leigh  C. , brig, gen. , 

Room  1806,  Munitions  Bldg, 

Br.  1568 

4411  Volta  St.,NW 

EM  9431 

Asst,  to  The  S.  G. 

Mrs.  Fairbank. 

Miss  Justine  L.  Fairbank, 

Faith,  Don  C. ,maj. ,Inf 

A*  C«««***«****«»»«*««9 

NA  8772 

Kew  Gardens,  2700  Q 3t,,NW. 

DU  7647 

Mrs.  Faith. 

Falk,  Byron  A,,maJ.,S.C 

Room  2047,  Munitions  Bldg. 

Br.  1948 

Woodley  Park  Towers , 2737 

AD  5102 

Mrs,  Falk. 

Devonshire  Place,  NW, 

Residence  and  telephone 
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Farmer,  Archie  A. ,ma j. ,S.C. . . . . . 

Room  3421,  Munitions  Bldg. 

Br.  1838 

3709  Ingomar  St.,NW 

CL  5808 

Mrs,  Farmer. 

•Farmer,  Charles  C.,  Jr. , col,... 
Mrs.  Farmer. 

Farthing,  William  E., It. col., 

Retired 

Room  2046,  Munitions  Bldg. 

Br.  2145 

1210  Farragut  St.,NW...... 

5320  Moorleuid  Lane, 

WI  6368 

(maj.) ,A.C. 

Mrs.  Farthing. 

Faust,  Daniel  B. ,lt.col.  ,M.C.... 

We  Re  Ge  H,,,e,eeee,e,,,,, 

GE  1000 

Bethesda,  Md. 

7311  12th  St.  ,NW 

RA  3252 

Mrs.  Faust. 

Favour,  Richmond  Jr. , It. col,. 

We  He  Ge  Hee,ee»eeoe*e#e,, 

GE  1000 

6811  8th  St.,NW 

GE  6740 

M.C. 

Mrs.  Favour, 

Miss  Margaret  Favour. 
Feldman,  Herman,  maJ.,^.M.C 

Room  2006,  Munitions  Bldg. 

Br.  2146 

2814  38th  St . ,NW 

EM  3240 

Mrs.  Feldman. 

Fellers,  Bonner  F. ,capt. ,C.A.C., 

Ae  We  Ceeeeseeeeeeeeeeeeee 

NA  8772 

2818  Bellevue  Terrace,  NW. 

EM  3873 

Mrs,  Fellers. 

Fenn,  Clarence  C. ,maj. .J.A.G.D., 

Room  2038 , Munitions  Bldg. 

Br.  1256 

1305  Kirkwood  Road,  Lyon 

WA  8780 

Mrs.  Fenn. 

Miss  Margaret  Fenn. 

Feringa,  Peter  A.,capt.,C.E 

Room  2808,  Munitions  Bldg. 

Br.  1826 

Village,  Clarendon,  Va. 
3823  Van  Ness  St.,NW...... 

EM  7862 

Mrs,  Feringa* 

*Fftnr*is,  .T»  ^ • 

Rftt1  Tfld  - 

Army  and  Navy  Club , 17th 
and  I Sts, ,NW. 

3224  Klingle  Road,  NW 

NA  8400 

Dfinifil  V.  ^ enpt  ^ ^ « 

CL  2491 

Mrs.  Fetterolf. 

•Fiebeger,  Gustav  J. ,eol. • . . . . 

Rflti  Tftd 

2318  19th  St.,NW 

NO  7298 

Miss  Julia  F,  Fiebeger. 

JfiTnfta  D- , no!  ^ ^ ^ ^ - 

Rftti  -Tfld 

Wnodlfiv  Rnnd  ,NW- . - * e e 

EM  2567 

Mrs.  Fife, 

Finley,  David  H. ,maj. ,Q.M.C...,. 
Mrs.  Finley. 

Finley,  Thomas  D. , It. col., (Inf.) 

GE  1000 

Attt^  Cftntftr- - ^ 

GE  1000 

Room  502,  Winder  Bldg 

Br.'  1684 

504  Maple  Ridge  Road, 

WI  4282 

G.S.C. 

Mrs.  Finley. 

Fishar,  David,  r.apt^  ,M^D  ^ • 

Army  Medical  School. ..... , 

GE  1000 

Bethesda,  Md, 

6000  13th  St.,NW 

GE  4231 

Mrs.  Fisher. 

Fisher,  George  J.  B. ,maj, ,C,W.S. 

Room  2515,  Munitions  Bldg. 

Br.  1758 

3913  McKinley  St.  ,NW.’. . . . . 

CL  6563 

Mrs.  Fisher. 

Miss  Helen  Elizabeth  Fisher. 
Miss  Marjorie  H.  Fisher. 
Fitch,  Burdette  M. ,capt. ,(F.A. ) , 

RoomH-201,  Bldg.  E,  6th 

Br.  1288 

Brighton  Hotel 

NO  3494 

A.G.D. 

Mrs.  Fitch. 

FitzGerald,  Donald  D. ,maj., 

St.  and  Adans  Drive,  SW, 
Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

(capt.)  ,A.C. 

Mrs.  FitzGerald. 

3538  Porter  St.,NW 

EM  2715 

Mrs.  Fleming. 

Fleming,  William  D. , It. col. , M.C. 
Mrs.  Fleming. 

Fletcher,  John  W. , It, col. , 

Army  Medical  School 

Room  321,  Winder  Bldg..... 

GE  1000 
Br.  1280 

7210  Blair  Road,  NW 

1234  Crittenden  St.,NW.... 

GE  6764 
GE  8627 

(CA-Res.)G.S.C. 

1921  24th  St.,NW 

DE  4742 

Mrs.  Fletcher. 

Flickinger,  Harrison  W., It. col.. 

Room  1907,  Navy  Bldg 

Br.  589 

Stonelelgh  Court,  Connect- 

ME  2659 

(maj.)  ,A.C, 

Mrs.  Flickinger. 

Flikke,  Julia  0.  ,maj. ,A.N.C. , 

Room  1826,  Munitions  Bldg. 

Br.  2194 

icut  Ave.  and  L St,,NW, 
103  Anne  St,,  Takoma  Park, 

SH  4168 

Supt. 

Mrs.  Rena  Sanwlck. 

•Foltz,  Frederick  S, , brig. gen... 

Retired 

Md. 

The  Wyoming,  2022  Columbia 

DE  4723 

Foster,  Angler  H. , maj. , (capt. ) , 

Room  2629,  Munitions  Bldg. 

Br.  1260 

Road,  NW. 

510  Surrey  St.,  Chevy 

WI  5691 

A.C. 

Mrs.  Foster. 

Foster,  Eugene  M.,maJ.,F.D...... 

A*  We  C«*e**************** 

NA  8772 

Chase,  Md. 

The  Westchester,  39th  St, 

EM  5574 

Mrs,  Foster. 

Miss  Patricia  Ann  Foster. 

and  Cathedral  Ave.,NW. 

99601  0—38 3 
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’Foster,  Reginald  L. ,col 

’Fowler,  Godfrey  R,, It. col 

Mrs.  Fowler. 

Fov/ler,  John  G.,1  lt.,A,C 

Francis,  John  R. ,maj. ,(Inf.) , 

G.S.C. 

Franklin,  Neal  D. ,capt. ,J.A.G.D 
Mrs.  Franklin. 

Franks,  John  B.  ,capt . ,Q.M.C  . . . . 
Mrs.  Franks. 

Frazer,  George  A. ,maj. ,J.A.G.D. 
Mrs.  Frazer. 

Miss  Margaret  L.  Frazer. 
Miss  Mary  H.  Frazer. 
Fredendall,  Lloyd  R. ,col. ,Inf , . 

Mrs.  Fredendall. 

Frederick,  Linus  D. ,capt. ,a.C. . 
Mrs.  Frederick. 

Freeman,  Edward  V. ,capt . ,^.M.C. 
Mrs,  Freeman. 

Freer,  Arden,  lt.col.,M.C 

Mrs.  Freer. 

French,  Sanford  W. ,col. ,M.C. ... 
Mrs.  French. 

’French,  V/llliam  E.  P.,maj 

Mrs.  French. 

Freudenthal,  Wilhelm  C.,1  It., 
A.C. 

Mrs.  Freudenthal. 

’Fries,  Amos  A.,raaj.gen 

Mrs.  Fries. 

Miss  Carol  Fries. 

Frltch,  Donald  F. ,capt. ,A.C. . . . 
Mrs.  Fritch. 

Frost,  William  R.,maJ,,F.A 

Mrs.  Frost. 

Fugelso,  Erling  S,  ,capt . ,M.C  . , . 
Mrs.  Fugelso. 

Fuller,  Harry  N. ,capt. ,M. A.C. .. 
Mrs.  Fuller. 

Fuller,  Leigh  A.,capt.,Inf 

Mrs.  Fuller. 

Gallagher,  Philip  E. ,oapt. ,Inf . 
Mrs.  Gallagher, 

Galloway,  Floyd  E. ,lt.col. ,A.C. 
Mrs,  Galloway. 

Gannon,  Michael  V. ,capt. ,F.A. . . 
Mrs.  Gannon. 

Gano,  Frank  W.  ,maj  . ,C .E 

Mrs,  Gano. 

’Garber,  Max  B.,col 

Mrs.  Garber. 

Miss  Jane  Garber. 

’Gardiner,  Harold  L. ,maj. , . . . 

Gardner,  Herbert  A.  ,maj.  ,Q,.M.C. 
Mrs.  Gardner, 

Gardner,  Leon  L. ,maj . ,M.C 

Mrs,  Gardner, 

Garrecht,  Francis  A.,  Jr.,capt. 

F.A. 

Mrs.  Garrecht. 

’Garrison,  William  H. , Jr. ,mej. 
Mrs.  Garrison. 

Gasser,  Lorenzo  D. , brig, gen. , 
Asst.  C.  of  S. 

Mrs.  Gasser. 

Gay,  Elmer  D. ,capt. ,M.C... ...... 

Mrs.  Gay, 


Retired 

Retired 

Bolling  Field,  D.  c 

Room  413,  Winder  Bldg 

Room  304,  Otis  Bldg.,  810 
18th  St. ,NW. 

Room  2509,  Munitions  Bldg. 

Room  608,  Otis  Bldg.,  810 
18th  St.,N’W. 

Room  3024,  Munitions  Bldg. 
Room  2621,  Munitions  Bldg. 
Room  2012,  Munitions  Bldg. 

W.  R.  G.  H 

Fort  Washington,  Md 

Retired 

Bolling  Field,  D.  C 

Retired 

Room  2634,  Munitions  Bldg. 
Room  2514,  Munitions  Bldg. 
Army  Medical  School....... 

Room  1830,  Munitions  Bldg. 
Fort  Washington,  Md....... 

A.  W.  C... ...... .......... 

Bolling  Field,  D.  C 

Room  3203,  Munitions  Bldg. 
Room  2545,  Munitions  Bldg. 
Retired 

Retired 

Room  2146,  Munitions  Bldg. 
Room  1022,  Munitions  Bldg. 
Fort  Myer,  Va... .......... 

Retired 

Room  426,  Winder  Bldg 

Army  Medical  School 


Metropolitan  Club 

NA 

7500 

Hotel  Roosevelt 

DE 

0800 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

Br.  1064 

3726  Connecticut  Ave.,NW.. 

EM 

2760 

Br.  1618 

4400  Leland  St.,  Chevy^ 
Chase,  Md. 

WI 

4386-J 

Br.  1452 

3613  Van  Ness  St.,NW,..,., 

EM 

5023 

Br.  2221 

5316  Moorland  Lane,  Edge- 
moor,  Bethesda,  Md. 

WI 

6111 

Br.  1871 

2829  29th  St. ,NW 

CO 

8680 

Br,  1191 

1505  Foxhall  Road,  m 

EM 

8056 

Br.  1349 

3729  Kanawha  St.,NW 

CL 

8187 

GE  1000 

1325  Elder  St. ,NW 

GE 

1000 

Alex. 

Fort  Washington,  Md 

Alex. 1245 

1245 

3017  N St.  ,NW 

'WE 

2377 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

3305  Woodley  Hoad,  NW 

CL 

1940 

Br.  1265 

3622  Patterson  St.,NW 

CL 

3992 

Br.  1758 

3805  Ingomar  St.,NW 

CL 

3580 

GE  1000 

410  Cedar  St.,NW 

GE 

7120 

Br.  1199 

1357  Rittenhouse  St.,NW... 

GE 

5540 

Alex. 

Fort  Washington,  Md 

a.lex.1245 

1245 

NA  8772 

The  Marlyn,  Cathedral 
Avenue  at  39th  St.,NW. 

CL 

2627 

AT  8080 

Bolling  Field,  D.  C. 

-i.T 

8080 

Br.  1859 

#1  Lone  Oak  Drive, 
Bethesda,  Md. 

WI 

4150 

Br.  1168 

6650  Baniaby  St . ,NW ....... 

EM 

6919 

1953  Blltmore  St.,NV; 

CO 

3691 

The  Argonne,  1629  Columbia 
Road,  NW. 

CO 

4635 

Br.  1877 

3175  21st  St.,  North, 
Arlington,  Va. 

'WA 

9004-W 

Br.  1068 

1815  Kilboume  Place,  NW.. 

AD 

7237 

WA  7580 

Fort  Myei*,  Fa 

WA 

7580 

3734  Northampton  St.,NW... 

CL 

2948 

Br.  1251 

1661  Crescent  Place,  NIV... 

AD 

9610 

GE  1000 

6817  Georgia  Ave. ,NW... . .. 

GE 

2308 
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Residence  and  telephone 

Gearin,  Edward  J. ,capt. ,M.A.C... 
beddings,  Edward  F., It, col 

Armv  M«dirnl  - 

GE  1000 

A.7*my  ^ - . . - « 

GE 

1000 

Rfitirftd  - * ^ 

104  Raymond  St.,  Chevy 
Chase,  Md. 

3900  Connecticut  Ave.,NW,. 

WI 

3401-W 

Mrs.  Geddings, 

Gentry,  Ernest  R.,col.,M.C 

Room  1066,  Munitions  Bldg, 

Br.  1019 

CL 

5334 

Mrs,  Gentry. 

Miss  Mary  Gentry. 

Gerhardt,  William  R. ,maj. ,0.D..« 

Room  3706,  Mxinitions  Bldg, 

Br.  1257 

3506  Rodman  St.,NW 

EM 

7690 

Mrs.  Gerhardt, 

Gerow,  Lee  S.  ,lt.col.  ,Inf 

• 

• 

• 

• 

o 

> 

< 

NA  8772 

The  St.  Nicholas,  2230 

DU 

6718 

Mrs.  Gerow. 

Gerow,  Leonard  T, , It. col., (Inf.) 

Room  408,  Winder  Bldg..... 

Br.  1465 

California  3t.,NW. 

4707  Connecticut  Ave.,NlrV., 

EM 

6800 

G.S.C. 

Gibbins,  Henry,  maj.gen..  The 

Room  2000,  Munitions  Bldg. 

Br.  1709 

2139  Wyoming  Ave.  ,NW 

NO 

1722 

Q.M.G. 

Mrs.  Gibbins. 

Miss  Margaret  Gibbins, 
*Gibson,  William  W. , col. ....... . 

Rflti  "PAd 

P.101  nut 

NO 

5082 

Itirs.  Gibson. 

Gilbert,  Harold  N. ,maj . ,A.G.D. ,. 

Room  1449,  Munitions  Bldg. 

Br.  2081 

3830  Garrison  St.,NW 

CL 

3148 

Mrs.  Gilbert. 

Miss  Betty  L.  Gilbert. 

Miss  Mary  E.  Gilbert. 
^Gilbert , William  0. , col. ...... . 

R«ti  rfld 

4000  OftthBd-pAl  A.VA  ^ ,NVJ . * . - 

CL 

7875 

Mrs.  Gilbert. 

*G11breth,  .Toaftph  T.^  ^ aol  . ^ ^ ^ » 

Retired 

40ft  'Fnli’fHX  Rofld  , ftAthnsdfi 

m 

5757 

Mrs.  Gilbreth, 

^Gilchrist,  Harry  L.  .maj.gen.,,. 

Army  Medical  Museum. ...... 

NA  2206 

Md. 

St.  Regis  Apartments,  2219 

DU 

8551 

Mrs.  Gilchrist. 

Giles,  Barney  M. ,maJ.,A.C 

Room  2622,  Munitions  Bldg, 

Br.  1263 

California  St.,NW, 
Westchester  Apartments, 

CL 

5894 

Mrs.  Giles. 

Miss  li^rgaret  Giles. 
Gillespie,  Alexander  G. ,col., 

Room  3703,  Munitions  Bldg. 

Br.  1116 

4000  Cathedral  ave. ,NW. 
Westchester  Apartments, 

EM 

0554 

O.D. 

Mrs.  Gillespie. 

4000  Cathedral  . ,NVJ . 

Route  ^2,  Anacostia,  D.C.. 

1578  East-West  Highway, 

Locust 

Mrs.  Gillespie. 

Mrs.  G.  H.  Vanderwater. 
Gillespie,  James  0. ,maj. ,M.C.... 

Room  1145,  Munitions  Bldg. 

Br.  1463 

414-F-5 
SH  4959-M 

Mrs.  Gillespie. 

Gillet,  Norman  D. ,capt. ,C.W.S. . . 

Room  3504,  Munitions  Bldg, 

Br.  1363 

Silver  Spring,  Md. 
Riverside  Apartments, 

NA 

5848 

Gilmore,  Hugh  R. , Jr. ,maj . ,M.C . . 

Army  Medical  Sdiool....... 

GE  1000 

2145  C St.  ,NW. 

102  Grant  Ave.,  Takoma 

SH 

1735-W 

Mrs.  Gilmore. 

Glngles,  Charles  H. , 1 lt.,M.C.. 

Army  Medical  School....... 

GE  1000 

Park,  Md. 

1107  Fern  St.  ,NW 

GE 

2764 

Glnsbur^  , Abraham  R.  ,maj. , 

Room  244,  Dept,  of  State 

Br.  1013 

13  East  Underwood  St. , 

WI 

5684 

J.A.G.D. 

Mrs.  Glnsbur^. 

Glandon,  Joseph  P. ,maj . ,%.M.C... 

Bldg. 

Room  2147,  Munitions  Bldg. 

Br.  1192 

Chevy  Chase,  Md. 
4536  Middleton  Lane , 

WI 

6199 

Mrs.  Glandon. 

Glattly,  Harold  W.,maj.,M.C 

Room  1143,  Munitions  Bldg. 

Br.  1449 

Bethesda,  Md. 

3831  Beecher  St.  ,NW 

CL 

1699 

Mrs.  Glattly. 

Godfrey,  Stuart  C.,col.,C.E 

Room  2701,  Munitions  Bldg. 

Br.  1991 

Rossdhu  Castle,  Chevy 

WI 

4933 

Goode,  Paul  R.  ,naj  . ,Inf 

A#  W«  C******************* 

NA  8772 

Chase,  Md. 

4701  Connecticut  Ave.,NW.. 

EM 

5211 

Mrs.  Goode. 

Goodman,  William  M., It. col.. 

Room  301,  Winder  Bldg 

Br.  1952 

3355  Q.uesada  St.,NW 

EM 

9166 

(C.A.C.) , G.S.C. 

Mrs,  Goodman. 

Goodrich,  Donald  R. ,capt . ,A.C. .. 

Room  2606,  Munitions  Bldg. 

Br.  1880 

5357  29th  St.  ,NW 

CL 

5449 

Mrs.  Goodrich. 

5516  Broad  Branch  Road,NW, 
3110  34th  St.,NW 

CL 

8908 

Mrs.  Goodrich. 

Miss  Mary  P.  Goodrich. 

CL 

5496 

Mrs.  Gordon. 

Miss  Anne  Gordon. 

A ur  n 

NA  8772 

Army  War  College* •••••••• • 

NA 

8772 

Mrs.  Gordon. 
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Grable,  John  C.,capt.,S.C 

Mrs.  Grable. 

Grady,  Henry  W,  ,lt.col. ,M.C . , . . 
Mrs.  Grady. 

Graham,  Luke  B. ,1  It.,  Inf 

Mrs.  Graham, 

Grant,  Harold  W.,1  lt.,A.C 

Mrs,  Grant. 

Graves,  Davis  D. ,1  lt.,A.C 

Mrs.  Graves. 

*Graves,  Ernest,  col 

Mrs.  Graves. 

*Gray,  Alonzo,  col 

Miss  Jane  Drew. 

*Gray  , Elmore  B., It. col 

Mrs.  Gray. 

Gray,  Robert  McD.,capt., 
J.A.G-Res. 


Room  3407,  Munitions  Bldg 
W.  R.  G.  H 


Br. 

GE 


Fort  Washington,  Md 

Bolling  Field,  D.  C 

Bolling  Field,  D.  C 

Room  2749, (Munitions  Bldg 

Retired 

Retired 

Room  407,  Otis  Bldg.,  810 
18th  St.,NW. 


Alex 

AT 

AT 

Br. 


Br. 


1078 

1000 


Residence  and  telephone 


1344  Jefferson  St,,NW.... 
1439  Whittier  St,,NW 


RA 

RA 


1950 

0358 


• 

1245 

8080 

8080 

1604 


2126 


Fort  Washington,  Md, 

Bolling  Field,  D.  C 

Bolling  Field,  D.  C 

1835  Phelps  Place,  NV;.... 

3901  Connecticut  Ave.,^. 

4000  Cathedral  Ave.,NW... 

1720  Troy  St.,  Colonial 
Village,  Clarendon,  Va. 


Alex. 1245 
AT  8080 
AT  8080 
DE  4195 
EM  5414 
CL  2439 
WA  7700 


Mrs.  Gray. 

Grebe,  Alfred  A. ,capt . ,M.C . . . , 
Mrs,  Grebe. 

Green,  Joseph  A.  ,col.  ,C .A.C 

Mrs,  Green. 

*Green,  Ned  M.  ,col... 

Green,  Thomas  H. ,maj. ,J.A.G.D... 
Mrs.  Green. 

Greene,  Joseph  I. ,capt, ,(Inf .) , 

N.G.B. 

Mrs.  Greene. 

Greenleaf,  HeniT'  McC.,l  lt.,M.C. 
Gregory,  Edmund  B. ,col. ,Q,M.C. . . 
Mrs,  Gregory. 

Grice,  Letcher  0. ,maj. ,Q.M.C.... 
Mrs.  Grice. 

Griffin,  Benjamin  F. ,maj. ,(captj 

A.C. 

Mrs.  Griffin. 

Griffin,  Martin  E.,maj.,M.C 

Mrs.  Griffin. 

Grimea,  William  M., It. col,, 
(Cav.) ,G.S.C. 

Mrs.  Grimea. 

Griner,  George  W.,maj.,Inf. 

Mrs,  Griner. 

Gripper,  Paul  C.,maj.,3,C 

Mrs.  Gripper. 

Griswold,  Harland  C.,maj.  ,Inf.. 
Mrs,  Griswold. 

Griswold,  Oscar  W. , It. col. , Inf ,, 
Mrs.  Griswold. 

Miss  Matlle  Griswold. 

Grose,  John  E.  ,maj. , Inf 

Giroves,  Leslie  R.  , Jr.  ,capt., 
C.E. 

Mrs.  Groves, 

Grow,  Malcolm  C. ,lt.col. ,M.C.... 
Mrs.  Grow. 

Grow,  Robert  W. ,lt.col. ,Cav. . ... 
Mrs.  Grow. 

Gruber,  Edmund  L. ,col. , (F.A. ) , 
G.S.C. 


Army  Medical  School...... 

Room  3020,  Munitions  Bldg 

Retired 

Room  602,  Otis  Bldg.,  810 
18th  St.,NW. 

Room  2022,  Munitions  Bldg 

Amor  Medical  School 

Room  2115,  Munitions  Bldg 

Room  2215,  Miinitions  Bldg 

Bolling  Field,  D.  C...... 

Room  3628,  Munitions  Bldg 
Room  318,  Winder  Bldg..,, 

A.  W.  C. ....... .......... 

Room  3401,  Munitions  Bldg 

Fort  Washington,  Md 

Room  3308,  Munitions  Bldg 

A.  W.  C... ....... ........ 

A.  W.  C 

Room  2641,  Munitions  Bldg 
Room  3202,  Munitions  Bldg 
Room  322,  Winder  Bldg.... 


GE  1000 
Br.  2072 

Br.  1685 
Br.  2219 

GE  1000 
Br.  1714 

Br.  1469 

AT  8080 

Br.  1693 
Br.  1671 

NA  8772 

Br.  1689 

Alex. 

1245 
Br.  2220 

NA  8772 
NA  8772 

Br.  1396 
Br.  1979 
Br.  1679 


7607  Eastern  Ave.,  Takoma 
Park,  Md. 

3600  Porter  St. ,NW. .. . .... 


SM  6402 


Army  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

100  Virginia  Ave., 
Jefferson  Park,  Va. 
Marlyn  Apartments,  39th 
St.  and  Cathedral  Ave., 
NW. 

1123  Fern  St. ,NW 

4401  Greenwich  Parkway ,NW. 


NA 

8400 

TE 

3920 -J 

CL 

8156 

GE 

3114 

CL 

9267 

3808  Jocelyn  St. ,NW 


EM  1143 


Bolling  Field,  D.  C 


AT  8080 


7015  9th  St. ,NW 


GE  3347 


The  Kennedy-Warren,  3133 
Connecticut  Ave.,NW. 


AD  7376 


Tilden  Gardens,  3930 
Connecticut  Ave.,NW. 

4701  Connecticut  Ave.,NW.. 


CL  5334 
CL  8808 


Fort  Washington,  Md 


Alex. 1245 


2817  Cathedral  Ave.,NW.... 


CO  7156 


A.  W.  C 

3132  Oliver  St 


NA  8772 
EM  5781 


R.  R.  #2,  Annapolis,  Md... 

3610  3d  St.,  North, 
Arlington,  Va. 

Dresden  Apartments,  2126 
Connecticut  Ave.,NW. 


Annapolis 
1808-F-22 
WA  7316 

N0  3593 


Mrs.  Gruber. 

Miss  Barbara  Gruber. 

Gruenther , Alfred  M. , capt .,F.A..  A.  W.  C... ....... ......... 

Mrs.  Gruenther. 

Gullet,  John  S. ,maJ.(capt.)A.C..  Room  2510,  Munitions  Bldg. 
Mrs.  Gullet. 


NA  8772 


3632  Windom  Place, NW, 


Br.  1302 


3024  Tilden  St.,NW 


EM  6560 
EM  2450 
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Gvilllon,  Allen  W.,maJ.gen., 

Room  404,  Otis  Bldg. , 810 

Br.’  2019 

CO  9713 

The  J.A.G. 

Mrs.  Gulllon. 

Custltes,  Francis  William, 

18th  St. ,NW. 

W*  R*  G*  H*  •••••«••*•••*• • 

GE  1000 

X317  Dogwood  St • ,NW •••«••* 

GE  1000 

maj.  ,M.C. 

Mrs.  Gustites. 

^Gutensohn,  Alvin  G., It. col 

Retired. .................. 

108  Aspen  St . , Chevy 
Chase,  Md. 

4217  Van  Ness  St.,NW...... 

1406  29th  St.,NW 

Army  War  College 

WI  4788 

Mrs.  Guteneohn. 

*Guyer,  Robert  G., It. col 

Rfltl  

EM-.  0170 
NA  8772 

Mrs.  Guyor. 

Gwynn,  Harry  M. ,maj..  Inf....... 

Mrs.  Gwynn. 

Begins,  William  A. ,lt.ool. ,M.C.. 

Room  3612,  Munitions  Bldg. 

A*  W.  C****« •«*«•«*. *•*••* 

Br.  1549 
NA  8772 

Mrs.  Haglns. 

Haines,  Oliver  L. , maj . ,Cav 

A.  W*  C***«*.»*«**.a****** 

NA  8772 

2936  Bellevue  Terrace,  NW. 

EM  2881 

Mrs.  Haines. 

John  P- , nnl ............ . 

1302  18th  St.,NW 

2540  Massachusetts  Ave.  ,H% 

DE  1182-M 
DU  5540 

Hiss  Mary  I.  Halns. 

Halsllp,  Wade  H.  ,lt.col. ,(Inf . ) , 

Room  436,  Dept,  of  State  - 

Br.  1010 

G.S.C. 

Mrs.  Haisllp. 

Haley,  James  B.,capt.,F.D 

Bldg. 

Room  3006,  Munitions  Bldg. 

Br.  1319 

4207  38th  St.,NW 

EM  0380 

Mrs.  Haley. 

Hall,  Chalmers  G. ,ool.,A.C 

Room  S6S8 , Munitions  Bldg. 

Br.  1261 

The  Kennedy-Warren , 3133 

AD  5216 

Mrs.  Hall. 

Hall,  Dale  C.  ,oapt . ,0.D. 

Room  3742,  Mxinitlons  Bldg. 

Br.  1736 

Connecticut  Ave,,NW. 

3914  Jenifer  St.,NW 

CL  7214 

Mrs.  Hall. 

Miss  Marjorie  E.  Hell, 
j T!rtw1n  P. . ,cnpt ........... . 

Reti  TAd  .......... 

3720  Upton  St.,NW 

CL  3720 

Mrs.  Hall. 

Hall,  Wllford  F.,capt.,M.C 

Room  2641,  Munitions  Bldg. 

Br.  1396 

3901  Connecticut  Ave,,NW.» 

EM  5718 

Mrs*  Hall* 

Hall  f William  H*  ^1  lt««  *A*C •••••• 

Bolling  Field,  D.  C. ...... 

AT  8080 

Bolling  Field,  D.  

AT  8080 

Mrs.  Hall. 

Halla,  Carl,  It.col. ,(F.D. ) , 

Room  314,  Winder  Bldg 

Br.  2241 

4918  Tilden  St. ,NW 

EM  7717 

G.S.C. 

Mrs.  Halla. 

*Hal stead,  Laurence,  brig. gen... 

Retired... 

33XX  Macomb  St • ,NW ••*•••*• 

EM  3310 

Mrs*  Halstead* 

Retl rftd 

2400  16th  St.,NW 

CO  0207 

Mrs.  Hamilton. 

Hamnund,  Chester,  1 It., (Inf.), 

Georgetown  University  Law 

NA  7061 

Sho reham  Hotel.. 

AD  0700 

J.A.G.D. 

Handy,  Thomas  T.  ,lt.col.  ,(F Jl. ) , 

School. 

Room  412,  Winder  Bldg..... 

Br.  1020 

3325  Runnymede  Place,  NW., 

2609 

G.S.C. 

Mrs.  Handy. 

Hanford,  Edward  C., It. col.. 

Room  2030,  Munitions  Bldg. 

Br.  2227 

2301  Connecticut  Ave,,NW., 

DU  6786 

(F.A.) ,N.G.B. 

Mrs.  Hanford. 

Miss  Luclle  Hanford. 

Hannum,  Reiff  H. ,lt.ool. ,0.D.... 

Room  3601,  Munitions  Bldg. 

Br.  1602 

3041  Sedgwick  St.,NW...... 

EM  0921 

Mrs*  Hannum* 

Rftt.  i rftd 

2122  California  St.,NW.... 

DE  3440 

Mrs.  Hanson. 

Miss  Lydia  F.  Hanson. 
Harbaugh,  James  L.,  Jr. ,capt.. 

Room  303,  Otis  Bldg.,  810 

Br.  1618 

1338  19th  St.,NW 

NO  5406-41 

J.A.G.D. 

Harden,  Robert  D. ,lt.col. ,M.C... 

18th  3t.,NW. 

Room  3625,  Munitions  Bldg. 

Br.  2398 

2540  Massachusetts  Ave.  ,NW. 

PO  5540 

Mrs.  Harden. 

Hardenbergh,  Raymond  W., It.col., 

Room  3310,  Munitions  Bldg. 

Br.  1823 

2141  Wyoming  Ave. ,NW.. 

DE  4065 

inf. 

Mrs.  Hardenbergh. 

Miss  Sue  Hardenbergh. 
Hardlgg,  Carl  A. ,lt.col. ,Q.M.C.. 

Room  2008,  Munitions  Bldg, 

Br.  1049 

2602  36th  St.,NW 

CL  9422 

Mrs*  Hardlgg* 

Hardy  Hay  M*  ^maj*  yQ*M*C*9 *•***•• 

Room  2047,  Munitions  Bldg. 

Br.  1948 

4614  Norwood  Drive,  Chevy 

WI  5970-J 

Mrs,  Hare. 

Chase,  Md. 

Residence  and  telephone 
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Harloe,  Bartley  M. ,maj. ,C.E 

Room  802,  Walker- Johnson 

(DI  2310) 

1563  44th  St.,NW 

EM 

6149 

Mrs.  Harloe. 

Bldg. ,1734  New  York  Ave, 
NW. 

(Br.  653) 

Rfttl  TAd-. 

240  Tuckerman  3t.,NW...... 

MyAT*j  Va. 

GE 

WA 

0241 

7065-J 

Hannon,  Ernest  N. ,maj. ,(Cav. ) , 

G.S.C. 

Room  300,  Winder  Bldg..... 

Br.  1650 

Mrs,  Harmon, 

Miss  Barbara  Ruth  Harmon. 

Harmon,  Hubert  R., It. col*, 
(A«C.) , G.S.C. 

Room  418,  Winder  Bldg^A^jj 

Br.  1291 

SIV17  RrtwlATid  PI  AftA  ||NW- - . . 

EM 

5181 

Mrs.  Harmon, 

Harms,  Henry  W,  , col. , (It. col. ) , 

Room  2632,  Munitions  Bldg. 

Br.  1130 

2708  36th  St.,NW 

EM 

8316 

A. . V . 

Mrs.  Harms. 

Rftt  1 "TAd 

1919  37th  3t.,NW 

CL 

9131 

Mrs.  Harper. 

Harriman,  Joseph  E. ,capt. ,C.A.C. 

A.  W«  C.. 

NA  8772 

3901  Connecticut  Ave.,NW.. 

EM 

5755 

Mrs.  Harriman. 

Miss  Louise  Harriman. 

Harrington,  Francis  C.,col.,C.K. 

Room  801,  Walker-Johnson 

(DI  2310) 

1901  23rd  St.,NW 

NO 

0799 

Bldg. ,1734  New  York  Ave. 
NW. 

(Br.  353) 

Harris,  Charles  T.,  Jr. , brig. 

Room  3072,  Munitions  Bldg. 

Br,  1445 

3220  Cleveland  Ave.,NW.... 

EU 

9464 

gen..  Asst,  to  the  C.  of  0. 

Mrs.  Harris. 

Harris,  John  T. ,col. ,Q.M.C 

Room  2116,  Munitions  Bldg. 

Br.  1781 

3222  Klingle  Road,  NW 

CL 

3610 

Mrs.  Harris. 

*TTftrT»1  ft  ^ H ^ ,mn  j ^ 

Retired. .................. 

The  Highlands,  Connecticut 
Ave.  end  California  St. 

NO 

1240 

Mrs.  Harris, 

NW. 

Rfttl  Tftd  - 

2156  F St.,NW 

WE 

1611 

Mrs.  Hart. 

Miss  Grace  L.  Hart. 

Hartley,  Leroy  P. ,lt.col. ,D.C. . , 

Army  Dental  School.. 

GE  1000 

823  Aspen  St.  ,NW 

GE 

1922 

Mrs.  Hartley. 

Hartman,  Charles  D. ,col. ,Q.M.C. . 

Room  2016,  Munitions  Bldg. 

Br.  1174 

1870  Wyoming  Ave.,NW 

DE 

1880 

Mrs,  Hartman. 

Hartman,  Charles  D, , Jr, ,2d  It,, 

Fort  Ifyer,  Va. ............ 

WA  7580 

Fort  Myer,  Va. ............ 

WA 

7580 

F.A. 

Mrs.  Hartman. 

Hartman,  George  E. ,maj . ,Q.M.C. . . 

Room  2148,  Munitions  Bldg. 

Br.  1877 

2844  Wisconsin  Ave.  ,NW.... 

CL 

3146 

Mrs.  Hartman. 

Rfit  1 rftd 

401  Wilson  Lane,  Battery 
Park,  Bethesda,  Md. 

WI 

4261 

Mrs,  Hartnett. 

Miss  Harriet  Hartnett. 
Miss  Margaret  Hartnett. 

Hartshorn,  Edwin  S. , brig, gen. .. . 

Room  217,  Dept,  of  State 

Br.  1278 

The  Westchester,  4000 

CL 

914S 

Mrs.  Hartshorn. 

Bldg. 

Cathedral  Ave. ,NW. 

Hartshorn,  Edwin  S.,  Jr. ,1  It., 

Room  1032,  Munitions  Bldg. 

Br.  1002 

The  Westchester,  4000 

CL 

9148 

F.A.,  Aide  to  Brig.  Gen.  Dana 
T.  Merrill. 

Cathedral  Ave.,NW. 

Harvey,  Clarence  C,  ,lt.col.  ,M.C. 

Room  1126,  Munitions  Bldg. 

Br.  1408 

1429  44th  St.,NW 

EM 

6181 

Mrs.  Harvey. 

Hasbrouck,  Robert  W. ,maj, ,(F. A.) 

Room  325,  Winder  Bldg 

Br.  1003 

3045  Foxhall  Road,  NW..... 

CL 

8615 

G.S.C. 

Mrs.  Hasbrouck. 

Hastings,  Frank  H. ,maj. ,C.A.C. . . 

Room  2544,  Munitions  Bldg. 

Br.  1419 

3434  Porter  St.,NW 

CL 

0885 

Mrs.  Hastings. 

201  Stanley  Place,  Laurel, 
Md. 

LAurAl  SS 

Mrs,  Hatch. 

Hauck,  Clarence  J. , Jr, ,1  It., 

Georgetown  University  Law 

NA  7061 

4714. Chestnut  St., 

WI 

5369 

(C.A.C.) ,J.A.G.D. 

School. 

Bethesda,  Md. 

Mrs.  Hauck. 

Hauseman,  David  N. ,capt. ,0.D,.., 

Room  2543,  Munitions  Bldg. 

Br.  1758 

4428  Greenwich  Parkway ,NW, 

EM 

8787 

Mrs.  Hauseman . 

*Hawkins,  Hamilton  3^. , brig. gen. . 
Mrs,  Hawkins. 

Retired 

3508  Lowell  St.,NW... 

CL 

2393 

Miss  Anne  Gray  Hawkins. 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Hawley,  Paul  R. ,lt,col. ,M,C 

A*  W*  C******«************ 

NA  8772 

3543  i^uebec  St.,NW 

CL  9088 

Mrs.  Hawley. 

Miss  Barbara  Hawley, 

•Hayden,  Herbert  B. ,lt.col...... 

3318  N St.  ,NW 

WE  1197 

Mrs.  Hayden. 

Hayes,  Harold  G. ,1  It. ,3.C...... 

Mrs.  Hayes. 

Haynes,  Ashton  M. ,1  lt.,(F.A, ), 

Room  3436,  Munitions  Bldg. 
Georgetovm  University  Law 

Br.  1561 
NA  7061 

3700  Massachusetts  Ave.  ,NW. 
5040  1st  St.,NW 

GE  0459 

J.A.G.D. 

Mrs.  Haynes. 

•Headley,  Bradford  N.,1  It...... 

School. 

rftd 

21  Wall  St.,  Rockville ,Md. 

Rorflcvi  1 1r 

Mrs.  Headley. 

Healy,  Romeyn  J.,  Jr. ,1  lt.,M.C. 
Mrs.  Healy. 

•Heavey,  John  W. , brig. gen. 

Army  Medical  School 

rftd  - 

GE  1000 

935  Bonifant  St.,  Silver 
Spring,  Md. 

1323  30th  St.,NW 

126 

NO  5620 

Mrs.  Heavey. 

•Hedekin,  Charles  A. , brig. gen... 

Retired 

118  Glenbrook  Road, 

WI  5394 

Mrs.  Hedekin. 

Hedrick,  Lawrence  H., It. col.. 

Room  409,  Otis  Bldg.,  810 

Br.  1067 

Bethesda,  Md. 

3714  Woodley  Road,  NW..... 

CL  8658 

J.A.G.D. 

Mrs.  Hedrick. 

Helss,  Gerson  E. ,capt.,O.D 

18th  St. ,NW. 

Room  2506,  Munitions  Bldg. 

Br.  1086 

4700  Connecticut  Ave.,NW.. 

CL  0845 

Mrs.  Helss. 

Heller,  Eugene  J. ,maj. ,Q.M.C.... 

Room  2215,  Munitions  Bldg. 

Br.  1469 

3914  Military  Road,  NW.... 

CL  7259 

Mrs.  Heller. 

Miss  Eugenia  Heller. 

Miss  Elizabeth  Heller. 

Henry,  Cecil  E. ,capt ., A. C. ...... 

Room  1048,  Munitions  Bldg. 

Br.  1884 

3831  S St.,NW 

CL  1789 

Mrs,  Henry. 

Henry,  Stephen  G. ,maj . ,(Inf .) , 

Room  316,  Winder  Bldg..... 

Br.  1219 

514  Cumberland  Ave. , Chevy 

WI  1553-W 

G.S.C. 

Mrs.  Henry. 

Chase,  Md. 

3905  Laird  Place,  Chevy 
Chase,  Md. 

2804  34th  St.,NW 

WI  4961-R 

Mrs*  Hemaadez* 

Tlfttl  rftd 

CL  4555 

Herr,  John  K. ,maj .gen. , C.  of 

Room  3016,  Munitions  Bldg. 

Br.  1894 

2208  South  Knoll  Road, 

JA  1646 

Cav. 

Mrs.  Herr. 

Miss  Fanny  Herr. 

Herring,  FredL.,1  lt.,V.C 

Army  Veterinary  School.... 

GE  1000 

Arlington,  Va. 

7143  Georgia  Ave. ,NW...... 

GE  2203 

Mrs.  Herring. 

Hershey,  Lewis  B. ,ma j . , (F.A. ) , 

Room  526,  Winder  Bldg.«... 

Br.  1782 

5425  31st  St.,NW 

CL  6064 

G.S.C. 

Mrs.  Hershey. 

Miss  Kathryn  Elizabeth 
Hershey. 

Harvey,  Stewart  D.,maj.,  Inf.... 

University  of  Maryland, 

(BerwynSO) 

No.  1,  Beech  St.,  College 

GR  3485-J 

Mrs.  Hervey. 

•Herwlg,  Leopold  J.  H. ,maj...... 

Mrs.  Mary  A.  Herwig. 

Hester,  Hugh  B. ,maj. ,Q.M.C. .. . .. 

College  Park,  Md. 

Retired 

Room  2535,  Munitions  Bldg. 

(Br.  63) 
Br.  1758 

Helots,  Md. 

Cathedral  Mansions,  3000 
Connecticut  Ave.,NW. 

2737  Devonshire  Place ,NW.. 

AD  4800 
AD  7499 

Mrs.  Hester. 

Hester,  John  H. ,col. ,(Inf . ) 

Room  324,  Winder  Bldg 

Br.  1003 

4445  Lowell  St.,NW 

CL  6776 

G.S.C. 

Mrs.  Hester. 

Mrs.  F.  H.  Richardson. 
Hester,  Thomas  G. ,capt. ,M.A.C... 

Army  Medical  Center 

GE  1000 

1314  Sheridan  St.,NW 

GE  7113 

Mrs.  Hester. 

Hewett,  Hobart,  capt.,C.A.C 

A*  W*  C**********««*««**** 

NA  8772 

3112  18th  St.,NW 

CO  6802-W 

Mrs.  Hewett. 

Hewitt,  Reuel  E. ,maj.  ,M.C....... 

W*  R*  G*  R* •••••••*••••••• 

GE  1000 

528  Cdd&F  S*^ • jNW* •*••••••• 

GE  9319 

Mrs.  Hewitt. 

Hickey,  Thomas  F.,capt.,F.A 

Mrs.  Hickey. 

Fort  Myer,  Va 

WA  7580 

Fort  Myer,  Va 

West  Apartment,  Hospital, 
U.  S.  Soldiers*  Home,D.C. 

WA  7580 
(AD  9104) 

Mrs.  Hickman. 

(Br.  22) 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 
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Hicks,  Ronald  A. ,ma j. , (capt. ) , 

Room  314,  Walker- Johnson 

(D1  2310) 

The  Westchester 

CL 

5866 

A.C. 

Bldg. , 1734  New  York 

Ave. ,NW. 

(Br.  251) 

Higgins,  Willfred  R. ,maj . ,Inf . .. 
Mrs.  Higgins. 

Fort  Washington,  Md....... 

Alex. 

TfA-rt  WAflh  1 njCFt.nn  J Mrl 

1245 

Miss  Shirley  E.  Higgins. 

Retired  .... 

3541  Quebec  St.,NW 

EM 

8308 

Mrs.  Hilgard. 

Miss  Marianne  F.  Hilgard. 

Hill,  Edmund  W. ,lt.col.(maj.) , 
A.C  . 

Mrs.  Hill. 

A*  W*  C«««ee****e*eee«ee«* 

NA  8772 

3219  Cathedral  Ave.,NW.... 

EM 

5309 

Pptl  rAd 

1813  37th  St.,NW 

EM 

0066 

Mrs.  Hill. 

Hinds,  John  H.  ,capt.,F.A 

A#  W#  Oeeeeeeeeee********* 

NA  8772 

14  North  Oakland  St,, 

WA 

7552 

Mrs.  Hinds. 

Arlington,  Va. 

Hines,  Charles,  It.col. ,C.A.C. .. 

Room  2504,  Munitions  Bldg. 

Br.  1183 

The  Fairfax  Hotel,  2100 

PO 

4480 

Massachusetts  Ave.,NW. 

Hines,  Charles 

.TnVm  T, ^ ^ ^ ^ 

Fort  ifyer,  Va. ...... ...... 

WA  7580 

Fort  W^yArj  Vn^ 

WA 

7580 

5249 

Retired. .................. 

3740  Military  Road,NW 

EM 

Mrs.  Hines. 

Mrs.  Alice  Hines  Cleland. 

Hines,  John  L.,  Jr. ,capt. ,Cav. . . 
Mrs.  Hines. 

Fort  Ifyer,  Va. ...... ...... 

WA  7580 

Fort  Ifyor , Va 

WA 

7580 

Miss  Barbara  Williams. 

Hlnman  , Dale  D. ,lt.col. ,C.A.C. . . 

Room  3017,  Munitions  Bldg. 

Br.  1728 

3418  Porter  St.,NW 

CL 

3859 

Miss  Ceorglna  M.  Hlnman. 

Hoagland,  Robert  J. ,capt. ,M.C... 

Army  Medical  School 

GE  1000 

7701  Georgia  Ave.  ,NW 

Mrs.  Hoagland. 

Hocker,  Richard  W. ,maj. , (F.A. ) , 

Room  1708,  Munitions  Bldg. 

Br.  1268 

3810  North  Upland  St., 

WA 

6644 

I.G.D. 

Arlington,  Va. 

Mrs.  Hpcker. 

Miss  Harriot  R.  Hocker. 

Hockwald,  Henry,  maJ.,Q.M.C 

Room  2121,  Munitions  Bldg. 

Br.  1790 

Wardman  Park  Hotel 

CO 

2000 

Mrs.  Hockwald. 

Hodge,  John  R. ,maj. ,(Inf.)G.S.C. 

Room  322,  Winder  Bldg 

Br.  1679 

5220  42nd  St.,NW 

EM 

4498 

Mrs.  Hodge. 

Mies  Barbara  Anne  Hodge. 

Hodnette,  Lovic  P.,maj.,Inf 

A#  We  Ce***ee«e«e*ee*e««e* 

NA  8772 

421  North  Monroe  St., 

WA 

6495-W 

Mrs.  Hodnette. 

Arlington,  Va. 

1410  20th  St.,NW 

NO 

8972 

Mrs.  Hoes. 

Hogan,  James  P. , It. col. ,(C.A.C.) 

Room  2030,  Munitions  Bldg. 

Br.  2227 

The  Westchester,  4000 

EM 

1148 

N.G.B. 

Cathedral  Ave.,NW, 

Mrs.  Hogan. 

Hoge,  Kenneth  G. ,capt. ,(Cav.) , 

Room  H-201,  Bldg.  E,  6th 

Br.  1288 

3101  North  17th  St. , 

WA 

8493^ 

A«G  eD* 

St.  and  Adams  Drive ,SW. 

Arlington,  Va. 

Btrs.  Hoge. 

Holdridge,  Herbert  C.,maj., 

60  Florida  Ave.,NE.. 

Br.  1592 

1503  North  Fillmore  St., 

WA 

6498 

AeOeD* 

Arlington,  Va. 

Mrs.  Holdridge. 

Room  246^,  Dept,  of  State 

Ho XX 811  d , Pelvic , oept « ^A»C •••«•••* 

Br.  1372 

3331  Tennyson  St . , Chevy 

CL 

8688 

Mrs.  Holland. 

Bldg. 

Chase,  D.C. 

Holmes,  Henry  B. , Jr. , It. col.. 

Room  3216,  Munitions  Bldg. 

Br.  2188 

3410  Quebec  St.,NW 

CL 

2328 

C »A«C* 

Mrs.  Holmes. 

HoXlf  1 Htifus  L«  ,X1«ftCoXe  ,MeC •••••• 

Army  Medical  School....... 

QB  1000 

1415  Van  Buren  St.,NW 

RA 

3949 

Mrs.  Holt. 

Miss  Jane  Holt. 

Homer,  John  L. ,lt.ool. ,C.A.C. . .. 

Ae  We  Ce«eee**e«ee«e«««ee* 

NA  8772 

Wardman  Park  Hotel 

CO 

2000 

Mrs.  Homer. 

Honan,  John  J. ,maj. ,J.A.G.D..... 

Room  1715,  Munitions  Bldg. 

Br.  1313 

1357  Sheridan  St.,NW 

GB 

4728 

Mrs.  Honan. 

Hoover,  Hubert  0. ,maj. ,J.A.G.D.« 

Room  604,  Otis  Bldg.,  810 

Br.  2224 

5709  Chevy  Chase  Parkway , 

aj 

3882 

Mrs.  Hoover. 

18th  St.,NW. 

D.  C. 

Hopkins,  Edward  0. ,oapt . ,F.A. ... 

RoomH-149,  Bldg.  E,  6th 

IDZ  2200) 

2214  39th  Place,  NW 

EM 

4258 

Mrs.  S.  B.  Laune. 

St.  and  Adams  Drive, SW. 

(Br.  316) 
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Nans,  raiiic,  ara  or  service 


Hopping,  ^drew  D.  ,capt.  ,Q,U.C. . 
Mrs.  Hopping. 

Homer,  Samuel  lt.,F»A... 

Mrs,  Homer. 

Homisher,  Joseph  J.  ,capt . ,M.C.  . 

Mrs.  Homisher. 

Hottenstein,  David,  capt., 
(C.A.C.) jJ.A.G.D. 

Mrs.  Hottenstein. 
Householder,  Sugene  R. ,col., 
a.G.D. 

Mrs.  Householder. 

’^Howard,  Deane  C.,col 

Mrs.  Howard. 

Hoyle,  Rene  3.  DeR. ,col. ,F.A. .. . 
Mrs,  Hoyle. 

Hoyt,  Sazen  Lueitus,  Jr. , It, col, 
(CA-Res.) ,G.S.C. 

Huhbell,  Richard  L.  ,inaj  . ,0.D. ... 
Mrs.  Huhbell. 

Hu^f , Sargent  ? . ,coaJ . ,0.D. ...... 

Mrs.  Huff. 

Miss  Dorothy  A.  Huff. 

’’Hull,  John  A.  .maj.gen. . 

*Euaber,  Robert  C.,col, 

Hun^jhries,  Gtho  W.  ,i!Ei j.  ,Q.M.C.  .. 
Mrs.  Huraphries. 

Miss  Jo-Ellen  Huaphries, 

*Hunt,  Johns., col 

Mrs.  Hunt. 

Hunter,  George  3.  ,col. ,Cav. ... ., 
Mrs.  Hunter. 

Huntley,  Harold  W. , col. ,7,A. ... . 
Mrs.  Huntley. 

Eutt,  William  C.  ,capt  . ,^.M.C. . . . 
Mrs.  Hutt. 

Huyssoon,  John  W. , capt. ,(C.A.C.) 

J.A.G.D. 


Office  address  and  telephone 

Room  2135,  Munitions  Bldg. 

3r. 

Fort  Myer,  7a............. 

WA 

if*  H*  G**  H*  •••••••*••••»•  • 

GE 

Room  303,  Otis  Bldg.,  810 
18th  St.  ,NW. 

Br. 

Room  260,  Dent,  of  State 
Bldg. 

3r. 

- 

Room  3014,  Munitions  Bldg, 

3r. 

Room  418,  Winder  Bldg..... 

Bp. 

Room  2535,  Munitions  Bldg. 

Br. 

Room  3741,  Munitions  Bldg. 

3r. 

Rfltirftd  .................... 

W*  C******************* 

NA 

l^*  c******************* 

NA 

f*  G******************* 

NA 

^*  w*  c******************* 

NA 

Georgetowi  University  Law 
School. 

NA 

Residence  end  telephone 


2179 

1203  Geranium  St.,NW...... 

HA 

7580 

Fort  Myer,  Va 

WA 

1000 

6514  5th  St.,NA’ 

HA 

1618 

904  Butternut  St . ,NW, ..... 

C-S 

2261 

1868  Columbia  Road,  NW.... 

CO 

NA 

a27 

2400  15th  St.,NW 

00 

1291 

Hstel  Martinique .......... 

DI 

1758 

2716  36th  Place  ,NW 

CL 

1735 

6300  Offutt  Road,  Chevy 
Chase,  Md, 

W1 

Army  aid  Navy  Club,  17th 
and  I Sts.>NA. 

NA 

-Army  and  Navy  Club,  17th 
sid  I Sts,  ,NW. 

NA 

8772 

3518  3 3t.,NW 

Si 

103  Raymond  8t., Chevy 
Chase,  Md. 

SI 

8772 

--i.rmy  War  College 

NA 

8772 

Amy  War  College, 

NA 

8772 

3'^25  Macomb  St.,SW 

CL 

7061 

7112  Clarendon  Road, 

WI 

Bethesda,  Md. 


2734 

7530 

3661 

4993 


56X 


9134 

7200 

4150 

3485 

6164 

8400 

8400 

5555 

2938 

3772 

8772 

9053 

4536 


Mrs.  Huyssoon. 

Ingles,  Harry  C. ,lt.col. ,lS.C.) , 

G.S.C. 

Mrs.  Ingles. 

Miss  Martha  Ingles, 

Inwood,  Hugene  R. ,1  lt.,M.C..... 
Mrs.  Inwood. 

♦Ireland,  Merritte  W. ,3aj .gen. .. 
Mrs.  Ireland. 

Irvine,  Clarence  S. , capt. , A, C... 
Mrs.  Irvine. 

Irwin,  Gordon  C.,maJ.,S.C 

lies . I rn  in . 

Miss  Jean  Irwin. 

♦jachson,  James  B.,col 

Jackson,  Langdon  A.,  Jr. ,2d  It., 
Inf. 

Jackson,  Stonewall,  maj..  Inf... 
Mrs.  Jackson. 

♦Jackson,  Thomas  J.,capt... 

Jacobs,  Lynwood  B., It. col., 
(naJ,),A,C. 

Mrs.  Jacobs. 

Jacobson,  Benjamin  L. , It. col. , 

F.D. 

Mrs.  Jacobson. 

Mrs,  L.  F.  Hou^. 


Room  316,  Winder  Bldg 

Amy  Medical  School....... 

Retired.. 

Room  2512,  Munitions  Bldg. 
Room  2517,  Munitions  Bldg. 

Retired 

Fort  Washington,  Ui. ...... 

Geoigetown  University..... 

Retired 

Room  1604,  Munitions  Bldg. 

Room  3002,  Munitions  Bldg. 


Br.  1671 


3800  Fulton  St.  ,NW 


8274 


G3  1000 

Br.  1758 
3r.  1758 


410  Cedar  St.,Kff 

1870  Wyoming  Ave  . .NW ..... . 

Westchester  Apartments..., 
4000  Cathedral  Ave . ,NW .... 


GS  3995 
DS  1380 
Si  14'’9 
3M  5795 


Alex. 

1245  I 
(WS  0820) 
(Br.  72) 

Br.  2192 


1629  Columbia  Hoad,  N*iv... 
Fort  Washington,  Mi 

4447  Greenwich  Railway ,NW, 

1325  New  Smpshire  Ave.,N?i. 
White  Hall,  Bel  Alton,  Md. 


I 


Alsi.1245 

8188 

DS  4770 
LaPlata 
103-F-ll 


Br.  12-43 


442  North  Grant  -ive . , 
Manassas,  Ta. 


Manassas 
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Jacobson,  Simon,  maj . ,Q.M.C. .. . • 

Room  2201,  Munitions  Bldg. 

Br.  1576 

1717  Upshur  St.,NW 

CO 

6785 

Mrs.  Jacobson. 

"■Jarvis,  Melville  S. , brig. gen. 
Mrs.  Jarvis. 

Retired 

1661  Crescent  Place,  NW... 

AD 

9610 

Jaynes,  Lawrence  C. ,capt. ,Inf... 

A*  W«  C******************* 

NA  8772 

329  North  Oxford  St., 

WA 

7622 

Mrs.  Jaynes. 

Arlington,  Va. 

*Jenkins,  John  Murray,  maj. gen.. 
Mrs.  Jenkins. 

Retired 

The  Dresden,  2126  Connect- 
icut Ave.  ,NW. 

DE 

4854 

Jenks,  Glen  F. ,col.,0.D 

Mrs.  Jenks. 

Room  3068,  Munitions  Bldg. 

Br.  1546 

4813  Woodway  Lane,  Spring 
Valley,  D.  C. 

EM 

3553 

Jervey,  William  W. ,capt. ,3. C. .. . 

A*  W«  C«**a**««*«*0«**««*« 

NA  8772 

3614  34th  St.,NW 

EM 

2230 

Mrs.  Jervey. 

Johnson,  Albert  W. ,capt. ,(Cav.) , 

Room  304,  Otis  Bldg.,  810 

Br.  1618 

4706  32d  St.,  North, 

WA 

7234 

J.A.G.D. 

18tb  St.,NW. 

Arlington,  Va. 

Mrs.  Johnson. 

*.TohTiflon,  ■Rl7.fi  ^ 

Rfitlrad  ............. 

8 East  Lenox  St.,  Chevy 
Chase,  Md. 

WI 

3652 

Mrs.  Johnson. 

Mrs.  Rita  A.  Nicholson. 

Rfiti  rAd . « . - ^ ^ 

6301  Delaware  St . , Chevy 
Chase,  Md. 

WI 

5906 

Mrs.  Johnson. 

Johnson,  James  H. ,lt.col. ,Q.M.C. 

Room  2018,  Munitions  Bldg. 

Br.  1808 

2659  Connecticut  Ave., NY/.. 

CO 

2375-W 

Johnson,  James  R.,2d  It.  ,F Jl...-. 

Fort  Mysr,  Va. ...... ...... 

WA  7580 

Fort  W^Arj  

WA 

7580 

5694 

Johnson,  Thomas  J. ,col. ,Q.M.C. •• 

Room  2004,  Munitions  Bldg. 

Br.  1958 

3041  Sedgwick  St.,NW 

CL 

Mrs.  Johnson. 

Miss  Anne  Johnson. 

Johnson,  William  T. ,capt. ,F.D. . . 

Room  3004,  Munitions  Bldg. 

Br.  1254 

1315  20th  St.,  South, 

JA 

2070-U 

Mrs.  Johnson. 

Arlington,  Va. 

Johnston,  Edward  S. ,maj . , (Inf . ) , 

Room  417,  Winder  Bldg 

Br.  1148 

The  Kennedy-Warren,  3133 

AD 

3884 

G.S.C. 

Connecticut  Ave.,NW, 

Mrs.  Johnston. 

*.Tnhr>fltAnj  FT*ArtAt*lf*k 

Rfit.l  rAd . . - ^ . . ^ ^ ^ 

Army  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

NA 

8400 

Joiner,  Talley  D. ,maj. ,A.G.D.... 

Room  1450,  Munitions  Bldg. 

(Br.  2081) 

3812  Garrison  St.  ,NW 

4237 

Mrs.  Joiner. 

(Br.  1739) 

Jones,  Albert  B. , maj. ,C. £....... 

Room  2849 , Munitions  Bldg. 

Br.  1800 

1730  North  Danville  St., 

WA 

8105-W 

Mrs.  Jones. 

Lyon  Village,  Va, 

Jones,  Byron  Q. ,col. ,(lt.col.) , 

A*  We  C******************* 

NA  8772 

Army  War  College 

NA 

8772 

iv  e V • 

Mrs,  Jones. 

Jones,  Charles  H. ,ma j . ,Inf . 

University  of  Maryland, 

(OR  1660) 

Beachwood  Road,  College 

GR 

1406 

Mrs.  Jones. 

Miss  Rose  I.  Jones, 

College  Park,  Md, 

(Br.  63) 

Park,  Maryland. 

*,Ton  AS  ^ Ann  T . ^ aaT  - 

RAtlT*A<i 

3700  Massachusetts  Ave.  ,NW. 

EM 

1615 

Mrs.  Jones, 

Jones,  Harold  W. ,col.  ,M.C. . . . ... 

Army  Medical  Library 

Br.  1710 

7610  17th  St.  ,NW 

RA 

3910 

Mrs.  Jones. 

Miss  Helen  Jones. 

Jones,  Herbert  M. ,capt, , (F.A. ) , 

Room  1521,  Munitions  Bldg. 

Br.  1463 

3169  20th  St. , North , 

WA 

6470 

A.G.D. 

Arlington,  Va, 

Mrs.  Jones. 

Jones,  Junius  W. , It. col. ,(A.C.) , 

Room  1058,  Munitions  Bldg. 

Br.  1314 

4440  Q.  St.  ,NW 

EM 

3716 

I.G.D. 

Mrs.  Jones. 

Miss  Beime  Jones. 

Jones,  Lloyd  E.  ,lt.col.,  ,F.A. . .. . 

Room  H-327,  Bldg.  E,  6th 

Br.  1023 

2922  45th  St.,NW 

CL 

3788 

Mrs,  Jones. 

St.  and  Adams  Drive ,SW. 

Jones,  Roy  M.  ,col.,A.C 

Room  2511,  Munitions  Bldg. 

Br.  1143 

5000  Moorland  Lane, 

WI 

3926 

Mrs.  Jones. 

Bethesda,  Md. 

Jones,  Thomas  C.  ,capt . ,V.C., . .. . 

Array  Veterinary  School,... 

GE  1000 

7019  Georgia  Ave, ,NW. , , , ,, 

GE 

4032 

Mrs.  Jones. 

Jordan,  James  B. ,maj. , (capt. ) , 

A.C. 

Mrs,  Jordan, 

Room  2628,  Munitions  Bldg. 

Br.  1261 

3221 'Cathedral  Ave.,NW.... 

EM 

1865 

Miss  Elizabeth  Ann  Jordan. 
Mrs.  E.  G.  Callender. 

Jordan,  Richard  H. , brig. gen. , 

Room  2020 , Munitions  Bldg. 

Br.  1227 

3040  Dumbarton  Ave.,NW.,.. 

WE 

2847 

Asst,  to  The  Q..M.G. 

Mrs.  Jordan. 

OFFICERS  OF  THE  ARMY  STATIONED  IN  OR  NEAR  THE  DISTRICT  OF  COLUMBIA 


85 


Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

*Joyes,  John  W., col. 

2029  Waterside  Drive, NW... 

CO 

5875 

Mrs.  Joyes. 

Miss  Patricia  C.  Joyes. 

Judd,  John  H. ,capt. ,Q.M.C 

l?ort  Wnahingtnnj  Mrt  . . * * 

Al  AY. 

WfiShingtATi,  Md....... 

A1 AT. 1245 

Mrs.  Judd. 

1245 

Kagy,  Edwin  S.,capt.,M.C 

U.  S.  Soldiers'  Homs,  O.C. 

AD  9104 

D.  S.  Soldiers'  Home,D.C.. 

AD 

9104 

Mrs.  Kagy. 

Ealakuka,  Theodore,  capt.,Q.M.C. 

W.  Q.  M.  D. , Room  3,  24th 

Br.  1152 

3613  S St.,NW 

CL 

3277 

Mrs.  Kalakuka. 

and  M Sts. ,NW. 

Kaucb,  Robert,  maj . ,A.C. ....... . 

Room  2631,  Munitions  Bldg. 

Br.  1570 

7116  Hampden  Lane, 

W1 

5466-J 

Mrs.  Kauch. 

Bethesda,  Md. 

*Kean,  Jefferson  R., brig. gen.... 

Retired. .................. 

2804  N St. ,NW 

DE 

0478 

Mrs.  Kean. 

Reefer, Frank  R. , brig. gen..... .. 

3607  Porter  St.,NW 

CL 

4663 

Mrs.  Keefer. 

*Keller,  William  Lordan,ool..... 

RfltlrAd ...................... 

2930  Foihall  Road  NW 

RM 

0492 

Mrs.  Keller. 

Kelley,  Donald  C. ,capt . ,V.C..... 

Army  Veterinary  School.... 

GE  1000 

6921  Georgia  Ave.,NW 

Mrs.  Kelley. 

Kelley,  Robert  R.,capt.,M.C 

Army  Medical  School 

GE  1000 

5912  13th  St.,NW 

Mrs.  Kelley. 

Kellogg,  Crawford  McMann ,maj . , 

Room  3516,  Munitions  Bldg. 

Br.  2260 

218  Elm  St. ,Chevy  Chase, 

WI 

7175-J 

C.W.S. 

Md. 

Mrs.  Kellogg. 

•Fally,  Paul  G.,1  It.^... ....... 

HAti  rftd 

3349  Runnymede  Place ,NW... 

EM 

3349 

Mrs.  Kelly. 

Kelser,  Reormond  A.  ,lt.col.  ,V.C. . 

Room  1804,  Munitions  Bldg. 

Br.  2295 

17  Oxford  St . , Chevy 

WI 

6257 

Mrs.  Kelser. 

Chase,  Ud. 

Miss  Evelyn  Rae  Kelser. 

Kendall,  Harry  A. ,maj. , (Air-Res) 

Room  303,  Winder  Bldg..... 

Br.  1744 

6416  Western  Ave.,  Chevy 

WI 

6964 

O.S.C. 

Chase,  Md, 

Mrs.  Kendall. 

Kendrick,  Douglas  B. ,Jr. ,capt. , 

Army  Medical  School 

GE  1000 

7986  West  Beach  Drive ,NW., 

GE 

4157 

Mrs.  Kendrick. 

*Kennedy,  Bernard  R. ,capt....... 

National  Archives  Bldg.... 

DI  0525 

2343  South  Meade  St . , 

JA 

1802 

Arlington,  Va. 

Kennedy,  Smile  T.,maJ.,A.C 

Room  2535,  Munitions  Bldg. 

Br.  1758 

2929  34th  St.,NV/ 

CL 

5850 

Mrs.  Kennedy. 

IfAWTiArp  A.lbftT*t  W..  ,1 1 . • 

Fort  Myer,  Va... .......... 

WA  7580 

Fort  M^er,  Va............. 

WA 

7580 

Mrs.  Kenner. 

Kent,  Guy,  col. , Car 

Room  3204,  Munitions  Bldg. 

Br.  2025 

8101  Connecticut  Ave.,NV/., 

DE 

6121 

Mrs.  Kent. 

Kar,  Howard,  capt. ,C.E. ....... .. 

The  White  House......... •• 

(NA  1414) 

208  Florida  Ave. , Beverly 

TE 

3969 

Mrs.  Ker. 

(Br.  126) 

Hills,  Alexandria,  Va. 

Rftti  rfld 

The  Westnureland , 2122 

NO 

4134 

Mrs.  Kerr. 

California  St.  ,NW, 

1684  H St.  ,NW 

NA  4394 

3411  Newark  St.JSW.. 

CL 

1450 

Mrs.  Kllbum. 

Miss  Nancy  Kilbum. 

Kilner,  Walter  G. , brig. gen., Asst. 

Room  2052,  Munitions  Bldg. 

Br.  1165 

to  the  C.  of  the  A.C. 

Kimball,  Allen  R. ,lt.col. ,q.M.C. 

Room  2038,  Munitions  Bldg. 

Br.  1256 

12  East  Leland  St.,  Chevy 

WI 

3900-J 

Mrs.  Kimball. 

Chase,  Md. 

Kindt  H6X117  A*tl  yMeC •••••••  • 

Army  Medical  School 

GE  1000 

807  Kezmebac  Ave.,NW., 

SH 

2255 

Mrs.  Kind. 

Takoraa  Park. 

King,  Archibald,  It. col.. 

Room  703,  Otis  Bldg.,  810 

Br.  2224 

1518  28th  St.,NW 

DU 

0859 

J •Ae&eDe 

18th  St.,NW. 

Mrs.  King. 

King,  Edward  P. , Jr.,  ool.,F.A.. 

A*  W*  C******************* 

NA  8772 

Airmy  War  College 

NA 

8772 

Mrs.  King. 

Mrs.  Gertrude  M.  Boone. 

Mrs.  John  H.  Lovett. 

RAtirAd 

4914  Glenbrook  Road,  NW... 

CL 

6171 

Mrs.  King. 

RAtl rAd 

1750  Harvard  St.,NW 

CO 

9195 

Mrs.  King. 
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Kingman,  John  J. .brig. gen. , 

Room  2072,  Munitions  Bldg, 

Br.  2014 

3024  Cortland  Place ,NW..., 

AD  9474 

Asst,  to  the  C.  of  E. 
Mrs.  Kingman. 

Miss  Jean  Kingman. 

Koerbel , Frederick  H. ,maj . , 

Room  2201,  Munitions  Bldg. 

Br.  1576 

Marlyn  Apartments,  39th 

EM  3514 

q.M.c. 

Mrs.  Koerbel. 

Kresge,  Miles  H.,maj.,0.D 

Room  3743,  Munitions  Bldg. 

Br.  1155 

St.  aid  Cathedral  Ave., 
NW. 

3530  Van  Ness  St.  ,N1iV...... 

EM  7830 

Mrs.  Kresge. 

^TTrAimT*,  T.Aon  ^ « 

Rfttlrftd 

Amy  and  Navy  Club , 17th 
and  I Sts, ,NW, 

1726  M St.  ,NW 

NA  8400 
DI  8781 

Miss  Jane  Kromer. 
*Kun^e,  George  E. , col. 

Retired. .................. 

Mrs.  Kinupe. 

Kurtz,  Guy  0.,maJ.,FJi 

We 

NA  8772 

3053  Porter  St.,NW 

CL  3925 

Mrs.  Kurtz. 

Kuske,  Albert  W.,1  It.  ,M.C,....» 

Army  Medical  School....... 

GE  1000 

7423  IP.th  53t.,NW 

HA  5957 
CO  5907-W 

DI  4704 

*Kutz,  Charles  W. , brig. gen...... 

RfltlTfid 

207tP.  A.n  An  P1nftA,NV; 

Mrs.  Kutz. 

Kutz,  Harry  R. ,lt.col. ,0.D 

Room  2534,  Munitions  Bldg. 

Br.  1758 

Jefferson  Apartments,  16th 

*LaGarde,  Richard  D.,ioaj.....».. 

Room  2057,  Munitions  Bldg. 

Br.  1151 

and  M Sts.,NV;. 
Tuckerman  Lane,  R.F.D. , 

Rockville 

Mrs.  LaGarde. 

No.  2,  near  Rockville ,Md. 

397-W 

Miss  Lilia  LaGarde. 

Lamb,  George  E. ,capt ., Q.M.C 

Room  2149,  Munitions  Bldg. 

Br.  1091 

The  Broadmoor,  3601 

CL  6900 

Mrs.  Lamb. 

Landon,  Charles  R. ,capt. ,A.G.D.. 

Room  260 , Dept . of  State 

Br.  2254 

Connecticut  Ave.,NW. 
2221  39th  St.,NW 

EM  4953 

Mrs.  Landon. 

Bldg. 

Mrs.  R.  E.  Shufflebarger. 

Lamed,  William  E.  ,lt.col.  ,0.D. . 

Room  3806,  Munitions  Bldg. 

Br.  1060 

3703  34th  St.,NW 

EM  3142 

Mrs.  Lamed. 

Laughlin,  Robert  V. ,maj., 

Room  408,  Otis  Bldg, , 810 

Br.  2126 

707  Dorset  Ave.,  Kenwood, 

HI  6115 

J.A.G.D. 

18th  St. ,NW. 

Chevy  Chase,  Md, 

Mrs.  Laughlin. 

T^wTnt»j  .Tohrt  H,.  11..^  Tirf  - ^ ^ 

■port.  Wflflhing'ton , Md....... 

Alex, 1245 

1245 

Lawrence,  Renn,  maj. ,Cav........ 

Btrs.  Lawrence. 

Lawton,  William  H. ,capt. ,M.C. .. . 

Fort  Myor , Vn............. 

WA  7580 

2151  California  St-NW.-.-. 

PO  0290 
AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  0 

Mrs,  Lawton. 

T.ftft  , Oflmftfl,  Tiwj-.,  Tnf ^ • 

Room  223,  Dept,  of  State 
Bldg. 

(Br.  1179) 
(Br.  2077) 

WA  7580 

Mrs.  Lee. 

*T.aa  j T?^  , fiol  ^ ^ ^ ^ 

1661  Crescent  Place^..** 
Fort  Washington,  Md----,-.-- 

AD  9610 
Alex* 

Mrs.  Lee. 

Lee,  William  F. .It.col. ,Inf . . ... 

Fort  Washington,  Md ....... 

AleXe 

Mrs.  Lae. 

1245 

1245 

Ldl&Qd  1 Louis  S • |L  • fMeC  •••••• 

Army  Medical  School.. 

GE  1000 

7427  12th  St.,NW 

RA  4268 

Lenzner,  Delmar  S., It. col., 

National  Guard  Armory,  6th 

ME  5519 

2301  Connecticut  Ave.,NW.. 

PO  4291 

C .A.C . 

Mrs.  Lenzner. 

Lerch,  Archer  L. ,maj. , J.A.G.D... 

St.  and  Pennsylvania 
Ave. ,NW. 

Room  607,  Otis  Bldg.,  810 

Br.  1630 

202  Braddock  St,, 

Alex. 

Mrs.  Lerch. 

18th  St.  ,mi. 

Alexandria,  Va. 

2185-4H 

Miss  Janet  M.  Lerch. 

Levy,  Richard  M.  ,lt.col. ,A.G.D.. 

Room  258,  Dept,  of  State 

Br.  1691 

3340  Runnymede  Place ,NW... 

CL  6376 

Mrs.  Levy. 

Lewis,  Burton  0. ,lt.col. ,0.D. ... 

Bldg. 

W*  Ceaeeeeeeeeeee****** 

NA  8772 

3214  K1 ingle  Road,  NW 

CL  2623 

Mrs.  Lewis. 

Miss  Nancy  Lewis. 

Lewis,  Henry  B.  ,lt.col. ,A.G.D... 

Room  254,  Dept,  of  State 

Br.  1300 

The  Kennedy-Warren , 3133 

CO  7939 

Mrs.  Lewis. 

Miss  Frances  H.  Lewis. 

Lewis,  John  E. ,lt.col. ,F.A. . . ... 

Bldg. 

Room  2545,  Munitions  Bldg. 

Br.  1168 

Connecticut  Ave.  ,NPJ. 
1608  44th  St.  ,NW 

M 4965 

Mrs.  Lewis. 

Mrs.  G.  L.  Bryam. 

Lowl  3 f iToliu  7 • f iDiS J • f C • •••••• 

Room  3216,  Munitions  Bldg, 

Br.  2188 

3424  Garrison  St.,NW 

EM  5180 

Mrs.  Lewis. 

Lewis,  Joseph  H.  , col.  ,(F.A.  ,N.G., 

Room  2022,  Munitions  Bldg. 

Br.  2219 

211  Shepherd  St.,  Chevy 

WI  7102 

U.S.) ,N.G.B. 

Chase,  Md. 

Mrs.  Lewis. 

Miss  Dorothy  Harrett  Lewis. 
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Lieber,  Albert  C.,  Ir. ,naj. ,C.E. 

Room  1715,  Navy  Bldg...... 

Br.  1731 

4427  Volta  Place,  NW 

CL 

1015 

Mrs.  Lieber, 

Lightcap,  George  E. ,capt.,  Inf.. 

A*  W*  C«***«««*«******«««« 

NA  8772 

Army  War  College 

NA 

8772 

Lincoln,  Rush  B.,col.,A.C 

Room  2048,  l&mltions  Bldg. 

Br.  2145 

3106  Hawthorne  St.,NW..... 

CL 

7135 

Mrs.  Lincoln. 

Miss  Virginia  Lincoln. 

*Lindenstruth,  Julius,  maj 

Retired. 

6817  Georgia  Ave.  ,NW...... 

Mrs.  Lindenstruth. 

"Xindsey,  Julian  R, , brig. gen.... 

Retired 

Angy  and  Navy  Club,  17th 

NA 

8400 

and  I Sts.  ,NW. 

Lingle,  David  G. , maj. ,( capt, ) , 

Room  2634,  Munitions  Bldg. 

Br.  1265 

Westchester  Apartments, 

EM 

0280 

A*C  • 

4000  Cathedral  Ave.,NW, 

Mrs.  Lingle. 

Livesay,  William  G. , It. col. , Inf . 

Room  3025,  Munitions  Bldg. 

Br.  1875 

4418  Lowell  St . ,NW 

EM 

8605 

Mrs,  Livesay. 

Llewellyn,  Fred  W. , It, col. , 

Room  409,  Otis  Bldg.,  810 

Br.  1067 

208  McKinley  St . , 

Bradley 

J.A.G.D. 

18th  St.  ,NW. 

Bethesda,  Md. 

148-J 

Mrs.  Llewellyn. 

Mrs.  Shrewsbury. 

*Locke,  Morris  E. , col. ........ .. 

R^tl  rad  ^ ^ ^ ^ ^ ^ ^ ^ . 

1761  R St.  ,NW 

NO 

6738 

Mrs.  Locke. 

Lockwood,  Benjamin  C.,  Jr. ,lt. 

NA  8772 

Army  War  College 

NA 

8772 

col. , Inf. 

Mrs.  Lockwood. 

*T..r>fikwnnH  ^ Tnhn  L ^ ^ nnT 

Army  rtr>d  Nflvy  nub,  17th 

NA 

8400 

and  I Sts.  ,NW. 

Logan,  Paul  P.  ,maj  . ,Q.M.C 

Room  2535,  Munitions  Bldg, 

Br.  1758 

3909  McKinley  St. ,NW 

CL 

3398 

Mrs.  Logan. 

Miss  Jane  Logan. 

Miss  Margaret  Logan. 

Longino,  James  C. ,maj . ,Q.M.C.... 

Room  2534,  Munitions  Bldg. 

Br.  1758 

2401  Calvert  St.,NW 

CO 

4741 

Mrs.  Longino. 

Loomis,  Harold  F.  ,lt.col,  ,C  Ji.C. 

A«  W*  C******************* 

NA  8772 

2301  Connecticut  Ave.,NW.. 

DU 

6766 

Mrs.  Loomis. 

Lord,  Royal  B.,capt.,C.E 

Room  5321,  Agrlcultxire 

(DI  6350) 

Hay-Adams  House,  800  16th 

ME 

2260 

Mrs.  Lord. 

Bldg. 

(Br.  4618) 

St. ,NW. 

Losey,  Robert  M. ,1  lt.,A.C 

Room  2625,  Munitions  Bldg. 

Br.  1422 

2434  North  Potomac  St., 

WA 

8801 

Mre.  Losey. 

Arlington,  Va. 

*Loughran,  Joseph  S. ,ch. ,( capt.) 

Retired 

The  Westchester  Apartments 

CL 

2751 

4000  Cathedral  Ave.,NW. 

Loughry,  Howard  K. ,ool. ,(C.A.C.) 

Room  436,  Dept,  of  State 

Br.  1010 

3610  Idaho  Ave.,NW 

CL 

3892 

G.S.C. 

Bldg. 

Mrs.  Loughry. 

Miss  Madeleine  Lou^ry, 

Love,  Albert  G.  ,col.,M.C 

Room  1069,  Munitions  Bldg. 

Br.  2137 

2709  Wisconsin  Avenue ,NW., 

EM 

7477 

Mrs.  Love. 

Lovett,  Ralph  B. ,maj.  ,A,G.D. .... 

Room  1044,  Munitions  Bldg, 

Br.  1109 

1623  Lanier  Place,  NW 

CO 

9175 

Mrs.  Lovett. 

Lowrey,  Austin,  capt.,M.C 

Room  1148,  Munitions  Bldg. 

Br.  1458 

3526  South  7th  St, , 

WA  8425-J 

Mrs.  Lowrey. 

Arlington,  Va. 

Lowry,  Earl  C.,1  lt.,M.C 

Army  Medical  School 

GE  1000 

7611  Georgia  Ave. ,NW 

GE 

8149 

Mrs.  Lowry. 

Lowry,  Robert  H. ,lt.col. ,M.C., .. 

Room  1127,  Munitions  Bldg, 

Br.  1408 

Francis  Scott  Key  Apart- 

NA 

5425 

Mrs.  Lowry. 

ments,  600  20th  St.,NW. 

WA  7580 

"Fort  • 

WA 

7580 

Mrs.  Luebbenoann. 

Luplow,  Walter  D. ,maj. ,(C.E.) , 

A*  W«  C******************* 

NA  8772 

3411  Quebec  St.,NW 

EM 

4684 

G.S.C. 

Mrs.  Luplow. 

Lutes,  LeRoy,  maj. ,(C.A.C. ), 

Room  2028,  Munitions  Bldg, 

Br.  2214 

• |NW  ••••••• 

CLi 

6929 

N.G.B. 

Iklrs.  Lutes. 

5912  13th  St.,NW 

RA 

2524 

Mrs.  Lyman. 

Willard  Hotel 

NA 

4420 

Mrs.  Blanche  Lynch. 

Willard  Hotel 

NA 

4420 

Mrs.  B.  A.  Lynch. 
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Lynch,  George  A.  ,inaj. gen. , C. 

Room  3028 , Munitions  Bldg. 

Br.  1887 

The  Wyoming,  2022  Columbia 

NO 

8417 

of  Inf. 

Road,  NW. 

Mrs.  Lynch. 

*Lyster,  William  J.  Le.  H. ,col.. 
Mrs.  Lyster. 

Rfttl rftd - 

2029  Connecticut  Ave.,NW., 

NO 

6805 

MacDill,  Leslie,  ccl.  ,(lt.col.)  , 

Room  414,  Winder  Bldg 

Br.  1810 

3105  Cathedral  Ave.,NW.,,. 

CL 

7699 

(A.C.) ,G.S.C. 

Mrs.  MacDill. 

MacKay,  George  A. ,capt. ,C.W.S... 

Room  2506,  Munitions  Bldg. 

Br.  1086 

5123  Connecticut  Ave.,NW., 

CL 

7227 

Mrs.  MacKay. 

Mrs.  M.  L.  Turner. 

MacKelvie,  Jay  W. ,raaj. ,F.A. ..... 

Room  3201,  Munitions  Bldg. 

Br.  1859 

3810  4th  St.,  North, 

WA 

8471 

Mrs.  MacKelvie. 

Arlington,  Va, 

Robh  Tnf 

PLp  W*  C»e*«««eee«e«***e*** 

NA  8772 

NA 

8772 

Mrs.  MacKie. 

MacMorland,  Edward  E., It. col., 

Room  2509 , Munitions  Bldg. 

Br.  1452 

102  Rucker  Place,  Alexan- 

TE 

4697 

O.D. 

dria,  Va. 

Mrs.  MacMorland. 

Maertena,  Kameil,  capt..  Inf.... 

A*  We  C*»**e*e*e«e***9««** 

NA  8772 

Woodley  Park  Tower,  2737 

AD 

9846 

Mrs.  Maertens. 

Devonshire  Place  ,NW. 

Magee,  James  C. ,col. ,M.C. . . . « 

We  Re  Ge  Heeeeeeeee«»e««ee 

GE  1000 

6924  15th  St.,NW 

GE 

1000 

Mrs.  Magee. 

Maglin,  William  H.,capt.,  Inf... 

University  of  Maryland, 

BerwynSO 

444  College  Ave.,  College 

Berwyn348 

Mrs.  Maglin. 

Collage  Park,  Md. 

Park,  Md. 

Magmder,  Carter  B. , capt.  ,F.A... 

Ae  W»  C*ee«e«eeeeeeeeeeee« 

NA  8772 

2609  North  3d  St., 

Oxford 

Mrs.  Magruder. 

Arlington,  Va. 

1467 

Magruder,  John,  It.col. ,F.A. .... 
Mrs.  Magruder. 

Room  508,  Winder  Bldg..... 

Br.  1628 

2608  36th  Place,  NW 

CL 

2613 

Maguire,.  Hamilton  E. , It. col.. 

Room  500,  Winder  Bldg..... 

Br.  1005 

3519  Rodman  St. ,NW........ 

EM 

6832 

(F.A.) .G.S.C. 

Mrs.  Maguire. 

Mahoney,  Thomas  E. ,maj . ,Q.M.C. . . 

Room  2146,  Munitions  Bldg. 

Br.  1877 

5532  30th  Place,  NV/ 

7698 

Mrs.  Mahoney. 

Malin,  Howard  A. ,capt. ,Inf . ,. .. . 

Ae  We  Cee*eeeeeeee«*«e«««« 

NA  8772 

330  North  Oakland  St. , 

Mrs.  Malin. 

B4rs.  George  Newlove. 

Arlington,  Va. 

Malony,  Harry  J. ,lt.col. ,F.A. .. . 

Ae  We  C«««eeeeeeeeeee*e«** 

NA  8772 

Army  War  College 

NA 

8772 

Mrs.  Malony. 

Miss  Anne  Thurman. 

Manees,  James  R. , capt ., (Inf .) , 

Room  2416,  Munitions  Bldg. 

Br.  1070 

3926  Benton  St.,NW 

EM 

9180 

N.G.B. 

Mrs.  Manees. 

Retired*  e *•«••****••«••••• 

2312  California  3t.,NW.... 

DE 

2516 

Mrs . March . 

Marriner,  Alfred  W. ,maj. ,A.C. ... 

Room  8535,  Munitions  Bldg. 

Br.  1758 

Westchester  Apartments, 

Mrs.  Marriner. 

Mrs.  Katherine  Hull. 

4000  Cathedral  Ave.,NW. 

EM 

0858 

Marshall,  Geoffrey,  maj.,C.W.S.. 

Room  3050,  Munitions  Bldg. 

Br.  1223 

3225  Military  Road,  NW..... 

CL 

8465 

Mrs.  Marshall, 

Marshall,  George  C. ,brig.g®i. , 

Room  219,  Dept,  of  State 

Br.  1147 

2118  Wyoming  Ave. ,NW...... 

DE 

2856 

Deputy  Chief  of  Staff. 

Bldg. 

Mrs.  Marshall. 

Miss  Molly  Pender  Brown. 

Marshall,  James  C. , capt. ,C.E.... 

Room  2808,  Munitions  Bldg. 

Br.  2080 

20  Glen  Drive,  Belle  Haven, 

Alex. 

Mrs.  Marshall. 

Miss  Beryl  Marshall, 

Alexandria,  Va. 

1780-M 

Marshall,  Richard  J., It. col.. 

Room  2303,  Munitions  Bldg. 

Br.  1051 

2328  19th  St.,NW 

PO 

1297 

«i.M.C. 

Mrs.  Marshall. 

Miss  Harrietts  N.  Marshall, 
Miss  Dorothy  Lummus. 

Marston,  Morrill  W.,maJ.,  Inf... 

A*  ^e*eeee******e*«**** 

NA  8772 

2301  Connecticut  Ave.,NV<.. 

Mrs.  Marston. 

Martenstein,  Austin  W. ,maj.. 

Room  2613,  Munitions  Bldg. 

Br.  1024 

5524  Broad  Branch  Road ,NW. 

EM 

4082 

(capt. ) , A.C. 

Mrs.  Martenstein. 

1 nfiOTi , DAt.l  nw  M..  ,1 

1240  19th  St.,NW 

ME 

2873 

Mrs.  Marthinson. 
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Martin,  Charles  F. ,col. ,{Cav. ) , 

I. G.D. 

Mrs.  Martin, 

Martin,  Louis  LeR. ,maj . ,Cav 

Mrs.  Martin. 

Miss  Nancy  Martin. 

Martin,  Thomas  L. ,lt.col. ,Inf... 
Mrs.  Martin. 

Mason , Richard  P.,1  lt.,M.C..... 
Mrs.  Mason. 

Matchett , Henry  J. ,maj . ,Inf 

Mrs.  Matchett. 

Miss  Madelaine  Matchett. 
Matheson,  John  R.  D. ,col. ,(C .E. ) 
G.S.C. 

Mrs.  Matheson, 

Matt , G0or^e  T « , 1 It . ,M.C ....... 

Mrs.  Matt. 

Mauhorgne,  Joseph  0.  ,rtBj.gen. , 

C.  Sig.  0. 

Mrs,  Mauhorgne, 

Mayer,  William,  maj.,(F.A. ) 

G.S.C. 

Mrs.  Mayer. 

Mayo,  George,  It.col. ,C.E. 

Mrs.  Mayo. 

McAfee,  Loy,  cont.  surg. ........ 

*McAlevy,  Vincent  C.,1  It 

McAlpine,  Harrison,  It.col., Inf, 
Mrs.  McAlpine. 

McBlain,  John  F.,capt.,A,C 

Mrs,  McBlain . 

McBride,  Allan  C.  ,col. ,F.A....,, 
Mrs.  McBride. 

Miss  Avis  H.  McBride. 
McBride,  Robert  B.,  Jr. , It. col., 
F.A. 

Mrs,  McBride. 

Miss  Betty  Ellen  McBride, 
McCabe,  E.  R.  Warner,  col., 

( F .A. ) ,G .S . C . , As st . G . of  3 . 
Mrs,  McCabe. 

McCabe,  Robert  C.,2d  It., F.A..,, 
*McCain,  Henry  P. ,maj .gen... .. . . 

Mrs,  McCain. 

Mrs,  Emery  T.  Smith, 
McCarthy,  T.  Donald,  1 lt.,M.C., 
Mrs,  McCarthy. 

McCartney,  John  F.,1  lt.,(C.E.), 

J. A.G.D. 

Mrs,  McCartney. 

♦McCathran,  V/allach  A.  ,lt,col... 

Mrs.  McCathran. 

McClelland,  Charles  B. , Jr., 

1 It.,  Cav. 

Mrs.  McClelland. 

McClelland,  Harold  M., It. col., 
(F.A.)  ,{A.C.)  .G.S.C. 

Mrs,  McClelland. 

*McClintock,  John,  It.col,. ..... 

■•McClure,  Nathaniel  F., brig. gen. 
Mrs.  McClure, 

McClure,  Robert  A.,maj.,  Inf..., 
Mrs.  McClure. 

McClure,  Robert  B.,capt.,  Inf... 
Mrs.  McClure, 

Mrs.  George  E.  Colby. 
McCoach,  David,  Jr.  ,lt  .col.  ,C.E. 
Mrs.  McCoach. 

McCormick,  John  J. ,lt . col.  ,M.C. . 
Mrs.  McCormick. 


Room  1062,  Munitions  Bldg. 

Br.  2182 

Room  2525,  Munitions  Bldg. 

Br.  1758 

A«  W*  C*«««*«»*««*******«« 

NA  8772 

Army  Medical  School....... 

GE  1000 

Rc»m  3023 , Munitions  Bldg. 

Br.  1875 

Room  308,  Winder  Bldg...., 

Br.  1281 

Army  Medical  School 

GE  1000 

Room  3036 , Munitions  Bldg. 

Br.  1104 

Room  512,  Winder  Bldg 

Br.  2054 

Room  2709,  Munitions  Bldg. 

Br.  2024 

Army  Medical  Library...... 

Retired 

Br.  1872 

Room  H-339,  Bldg.  E,  6th 
St,  and  Adams  Drive ,SW. 

Br.  1023 

Room  2621 , Munitions  Bldg. 

Br.  1191 

Room  3205,  Munitions  Bldg, 

Br.  1099 

Room  H-347,  Bldg.  E,  6th 
St.  and  Adams  Drive ,SW. 

Br.  1290 

Room  402,  Winder  Bldg..... 

Br.  1668 

Fort  VSyer,  Va 

WA  7580 

Retired 

Army  Medical  School....... 

GE  1000 

Georgetown  University  Law 
School. 

Retired 

NA  7061 

Fort  Myer,  Va..,..,.....,, 

WA  7580 

Room  319,  Winder  Bldg..... 

Retired 

Retired 

Br.  1045 

A«  W*  C«*»«**e«*«*«*»«**«0 

NA  8772 

A»  W*  C*«***«*«*«*»«««*««* 

NA  8772 

Rocoi  518,  District  Bldg... 

(NA  6000) 
(Br.  105) 

Georgetown  University 

(WE  0820) 
(Br.  72) 

Residence  and  telephone 


St.  Nicholas,  2230  Califor- 
nia St.  ,NW. 

921  North  Garfi eld  St . , 
Arlington,  Va, 

3626  Norton  Place,  NW..,.. 

6000  13th  St.,NW 

3901  Connecticut  Ave.,NW,, 


4453  Volta  Place,  NW. 


7128  9th  St.  ,NW 

3901  Connecticut  Ave.NW... 


3183  Key  Blvd,,  Arlington, 
Va. 

1133  13th  St.,NW 

Argonne  Apartments 

532  23d  St.  ,NW 

4700  Connecticut  Ave.,NW., 

4604  Nottingham  Drive, 
Chevy  Chase,  Mi. 

3401  Porter  3t.,NW 

The  Kennedy-Warren,  3133 
Connecticut  Ave.,NW. 

3525  Edmunds  St. ,NW. . . . . .. 

Fort  Myer,  Va. 

2019  Kalorama  Road,  NW,,,, 

7821  Eastern  Ave. ,NW. ..... 

2031  Huidekoper  Place ,NW.. 

1613  Harvard  St . ,NW ....... 

Fort  Myer,  Va 

Marlyn  Apartments, 

Cathedral  Avenue  at  39th 
3t.,NW, 

3318  Rowland  Place,  NW.,., 
Wardman  Park  Hotel... 

Army  War  College 

1904  North  Harvard  St., 
Arlington,  Va, 

Wardman  Park  Hotel 

1412  Geranium  St.,NW 


DE 

6035 

WA  8886-J 

EM 

0812 

GE 

2713 

EM 

0087 

CL 

7332 

GE 

4104 

EM 

3353 

WA 

1806 

NA 

9010 

CO 

‘WE 

CL 

7651-W 

1520-J 

0845 

WI 

7376 

EM 

8630 

AD 

6333 

EM 

2400 

WA 

PO 

7580 

5656 

SH 

4575-M 

CL 

3189 

AD 

6942 

WA 

7580 

CL 

7255 

CO 

CO 

4044 

2000 

NA 

8772 

WA 

668644 

CO 

2000 

GE 

4876 
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McCoy,  Jerald  W.,1  lt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  c 

Mrs.  McCoy. 

McCroskey,  Samuel  L. ,maj.  ,C.A.C. 

Room  3216,  Munitions  Bldg, 

Br.  2188 

2737  Devonshire  Place,  NW, 

Mrs.  McCroskey. 

Miss  Betty  McCroskey. 
McCullough,  Earl  T.  ,capt . ,Q.M.C. 

AmQr  Medical  Center....... 

GE  1000 

7125  Vtll  St  e fNWe  e e e e e e • • • • 

Mrs.  MjCuIIou^, 

McDaniel,  Arthur  B. ,lt.col.  ,A.C. 

A*  W*  C***,,****#****,**## 

NA  8772 

Marlyn  Apartments,  39th 

Mrs.  McDaniel. 

*McDannent,  Corley  P.,capt...... 

Mrs.  McDarment. 

MeFadyen,  Bernice  M. ,capt..  Inf. 

Retired 

A*  We  C*«*«**«*e«eee*««**« 

NA  8772 

St.  and  Cathedral  Ave., 
NW. 

1901  19th  St.,NW 

5213  13th  St.  ,NW 

Mrs.  MeFadyen, 
McFarland,  Earl,  brig. gen. , 

Room  3804,  Munitions  Bldg. 

Br.  1060 

3911  Livingston  St.,NW.... 

Asst,  to  the  C.  of  0. 

Mrs.  McFarland, 
*McGlachlin,  Edward  F.,  Jr,, 

Retired 

The  Westmoreland,  2122 

maj.gen. 

Mrs.  McGlachlln. 

McGraw , J ohn  R. ,1  It . ,M.C ....... 

Army  Medical  School 

GE  1000 

California  St.,NW. 

807  Kennebec  Ave. , Takoma 

Mrs,  McGraw. 

RnntATj  ftflpt ^ - - . - - ^ 

Rfttt-rAd 

Park,  Md, 

2820  28th  St, ,NW 

3513  Ordway  St.,NW 

Mrs.  McGuire. 

Miss  Ethel  McGuire. 
Mclnemey,  James  E.  ,capt.  ,0.D... 

Room  3705,  Munitions  Bldg, 

Br.  1217 

Mrs.  Mclnemey. 

^MeTnt.yre  j TP-rank- ^ m«  j - - - - - ^ - 

Rftti  rftd 

2540  Massachusetts  Ave.  ,NW. 
2222  q St.,NW 

McIntyre,  James  D.  ,mj  . ,0.D. . ... 

Room  246^,  Dept,  of  State 

Br.  1848 

Mrs.  McIntyre. 

Miss  Martha  McIntyre. 

Bldg. 

R«t1  -TAd 

The  Cordova,  20th  St.  and 
Florida  Ave.,NW. 

3315  14th  St.,NE 

7528  12th  St.,NW 

Mrs.  Mclver. 

Miss  Cora  Louise  Mclver. 
•McVAnnayi  Hnnry  J. . 

McKie,  Alva  B.  ,lt.col.  ,M.C 

We  Re  Ge  Heeee***.**.***** 

GE  1000 

Mrs.  McKie. 

McKleman,  William  J.,  Jr.,maJ. 

Room  314,  Walker  Johnson 

(DI  2310) 

The  Kennedy-Warren,  3133 

(capt.)  ,A.C. 

Bldg. , 1734  New  York 

(Br.  256) 

Connecticut  Ave. ,NW, 

Mrs.  McEieman. 

McKinley,  Edward  B. ,maj. ,Q.M.C.. 

Ave.  ,NW. 

A.  We  Ce*«*ee««*eeee**«*#« 

NA  8772 

2022  Columbia  Road,  NV/.,,. 

McKinnon,  Morton  H. ,maj. ,( capt. ) 

Ae  We  Ce«e«*««***eeeeeee** 

NA  8772 

2407  15th  St.,NW 

A.C. 

McLarren,  Edmund  W. ,maj . ,F.D.... 

Room  3116,  Mxinitions  Bldg. 

Br.  2340 

3900  Connecticut  Ave.,NW., 

Mrs.  McLarren. 

McLean,  David  S. ,capt. ,J.A.G.D.. 

Room  308,  Otis  Bldg,,  810 

Br.  1166 

The  Broadmoor 

Mrs.  McLean. 

McMaster,  Richard  H. ,col. ,F.A.. . 

18th  St. ,NW. 

Awaiting  retirement....... 

2114  King  St.,  Alexandria, 

Mrs.  McMaster. 

Miss  Barbara  McMaster, 
McMaster,  Richard  K. ,capt. ,F,A,. 

, MifihfiOl  M.  , Rol  .......  . 

TP(T>rt  MyAT,  Va  ^ ^ ^ 

WA  7580 

Va« 

Fnrt  MyAr,  

RAtir Ad  ................... 

Rn-rllngtnn  HntAl  . ^ « . . . b.  . > ^ 

Mrs.  McNamee. 

McNeese,  Oswald  W. , col. , (Inf . , 

Room  2022,  Munitions  Bldg. 

Br.  2219 

2700  Q St.  ,NW 

N.G.,U.S.),N.G.B. 

Mrs.  McNeese. 

Miss  Marie  Garland  McNeese. 
McNeil,  Edwin  C. ,col. ,J.A.G.D... 

Room  400,  Otis  Bldg.,  810 

Br.  1094 

2728  34th  St.  ,NVf 

Mrs.  McNeil. 

McNeills,  Russell,  capt, ,V.C. ... 

18th  St. ,NW. 

Army  Veterinary  School..*. 

GE  1000 

861  Van  Buren  St.,NW...... 

Mrs.  McNeills. 

McNlnch,  Joseph  Hamilton,  capt., 

M.C. 

Mrs.  McNinch. 

McPlke,  George  V.  ,maj,,A,C 

Army  Medical  School 

GE  1000 

7611  Georgia  Ave. ,NW...... 

Room  2543,  Munitions  Bldg. 

Br.  1548 

4439  Greenwich  Parkway ,NW. 

Mrs.  MePike. 

MeShane,  Patrick  I.,l  It., M.C... 

Army  Medical  School....... 

GE  1000 

201  Willow  Ave.,  Takoma 

Mrs.  MeShane. 

Park,  Md. 

AT 

8080 

CO 

9093 

GE 

1536 

EM 

5108 

DU 

4586 

GE 

4713 

CL 

8369 

NO 

4134 

SH 

2255 

CO 

4109 

CL 

8546 

PO 

PO 

5540 

6305 

NO 

1806 

DE  4128-J 
RA  3180 

CO 

6779 

DE 

AD 

1704 

7470 

CL 

1377 

CL 

6900 

TE 

4696 

WA 

DI 

7580 

8822 

NO 

10421 

EM 

3137 

RA 

1537 

RA 

3249 

CL 

8113 

SH 

5026-J 
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McSherry,  Frank  J. ,maj . ,(C.A.C.) 

Room  308,  ’Winder  Bldg,..., 

Br.  1634 

3232  Garfield  St.,NW 

EM 

7377 

G.S.C. 

Mrs.  McSherry. 

Meade,  Frank  C.,capt.,S.C 

Room  3413,  Munitions  Bldg, 

Br.  2249 

108  Baltimore-Waahington 

GR 

0934 

Mrs.  Meade. 

Mrs.  F.  H.  Page.  . 

Meade,  John,  capt,,F,A 

Fort  ^ 

WA  7580 
NA  8772 

Blvd. .Calvert  Hills, 
College  Park,  Md, 

WA 

7580 

Mrs.  Meade. 

Mehaffey,  Joseph  C. , It. col. ,C.E. 

A.  W*  C.. 

Army  and  Navy  Club,  17th 

NA 

8400 

Meister,  William  B. , col. ,M.C.... 

Room  1139,  Munitions  Bldg, 

Br.  1426 

snd  I Sts. ,NW, 

The  Kennedy-Warren,  3133 

AD 

9600 

Mrs.  Meister. 

^Merchant,  Berkeley  T.,col....,, 

Rotl rad 

Connecticut  Ave.,NW. 

P.  0.  Box  297,  Kensington, 
Md. 

3555  Springland  Lane,NW,., 

Mrs.  Merchant. 

Merrill,  Dana  T. , brig. gen. , 

Room  1032,  Munitions  Bldg. 

Br.  1002 

EM 

7807 

Washington  Provisional  Brigada 
Mrs.  Merrill. 

Miss  Virginia  True  Merrill. 
Mesick,  Benjamin  3. ,capt.  ,0.D... 

Room  2522,  Munitions  Bldg. 

Br.  1758 

4426  Reservoir  Road,  NW... 

EM 

7084 

Mrs.  Mesick. 

Metcalfe,  Raymond  F. , brig. gen. , 

• R.  G.  S..... 

GE  1000 

Amy  Medical  Center....... 

GE 

1000 

Asst,  to  The  S.  G. 

Mrs.  Metcalfe. 

Meyer,  Vincent,  It.eol. ,(F.A. ) , 

Room  314,  Winder  Bldg..... 

Br.  2241 

1539  44th  St.  ,NW 

CL 

6876 

G.S.C. 

Mrs,  Meyer. 

Mickelsen,  Stanley  R.,maj., 

Room  593,  Dept,  of  State 

Br.  1555 

4435  38th  St.,NW 

EM 

8868 

(C.A.C.),G.S.C. 

Mrs.  Mickelsen. 

Miss  Ruth  B.  Mickelsen, 
Mickelwait,  Claude  B.,capt.^ 

Bldg. 

Room  407,  Otis  Bldg.,  810 

Br.  2126 

3804  38th  St.  ,NW 

EM 

7508 

J «A«G*D* 

Mrs«  Mickelwait. 
Miles,  Francis  H., 

18th  St.  ,NV/. 

Room  2543,  blunitions  Bldg. 

Br.  1548 

3428  Quebec  St.,NW 

EM 

9022 

U • L/« 

Mrs.  Miles, 

*Miller,  Alexander  Macomb,  Jr., 

Retired 

1869  Wyoming  Ave, ,NW...... 

AD 

0315 

col. 

Mrs.  Miller. 

Miller,  Claude  H.  ,col. ,(Inf.) , 

Room  2032,  Munitions  Bldg, 

Br.  1167 

3303  Cleveland  Ave. ,NW. . . . 

CL 

2942 

N.G.B. 

Mrs.  Miller. 

Miller,  Joe  J.,maJ.,S.C 

Room  2529  , Munitions  Bldg. 

Br.  1758 

4707  Connecticut  Ave.,NW., 

EM 

6800 

Mrs.  Miller. 

5909  32d  St, ,NW 

EM 

3079 

Miss  Rebecca  E.  Miller. 
Miller,  Leland  A. ,maj . ,0.D. . .... 

Room  2535,  Munitions  Bldg. 

Br.  1758 

Park  Central,  1900  F St., 

ME 

0540 

Miller,  Leland  W. ,maj . ,A.C. . .. .. 

Room  2616,  Munitions  Bldg. 

Br.  2259 

N-W. 

The  Sho reham  Hotel.. 

AD 

0700 

Mrs,  Miller. 

Miller,  Lester  T. ,lt.col.  ,A.C. .. 

Room  8058,  Munitions  Bldg. 

Br.  1532 

5700  Nebraska  Ave.,NW 

EM 

3737 

Mrs.  Miller. 

*M-n  1 nr  T?n1  pVi  J,  1 It 

1852  Mintwood  Place ,NV/.,., 

CO 

3263 

Mrs,  Miller. 

Miller,  Roger  G. ,capt. ,D.C...... 

Army  Dental  School.. 

GE  1000 

1215  Geraniiom  3t.,NW...... 

RA 

1682 

Mrs.  Miller. 

1661  Crescent  Place ,NW,.,, 

AD 

9610 

Miller,  William  B. ,capt. ,Inf .... 

Howard  University 

(PO  4000) 

2800  Connecticut  Ave.,N’//,. 

AD 

10200 

Mrs.  Miller. 

Millholland,  George  H.,maj.,Cav, 

TnViri  It 

Fort  Myer,  ^a. .........  ... 

(Br.  244) 
WA  7580 
WA  7580 

Fort  Myer,  Va.,,. 

FoTt  MvfiT,  - 

WA 

WA 

7580 

7580 

Mrs.  Millikin. 

Mills,  Benjamin  W. , It. col. , Inf. . 

Room  1918,  Navy  Bldg...... 

Br.  1620 

1614  17th  St.  ,NW 

PO 

5340-W 

Minton,  Hugh  C.,maJ.,O.D 

Mrs.  Minton. 

Room  3077,  Munitions  Bldg. 

Br.  1462 

The  Marlyn  Apartments, 
Cathedral  Ave.  and  39th 
St.  ,N'W. 
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Ret i red ................... 

RA 

4605 

Mrs.  Mitchell. 

Mrs.  Belle  Higgins. 

Miss  Eleanor  Blackington. 

Moehrlng,  Henry  G.,1  It.,M.C.... 

Army  Medical  School 

GE  1000 

410  Greenwood  Ave,, 

SH 

4080 

Mrs.  Moehring. 

Takoma  Park,  Md. 

Mohrl,  Ralph  W. ,capt. ,7.C 

Army  Veterinary  School.... 

GE  1000 

8814  Second  Ave. , Silver 

SH 

2503-R 

Mrs.  Mohrl. 

Spring,  Md, 

Monahan,  John  F. , ch. ,(It.col.) . 

Room  3040 , Mxmltlons  Bldg. 

Br.  1090 

3806  Yuma  St.  ,NW.......... 

EM 

3272 

Mrs.  Elizabeth  A.  Monahan. 

*Mr»ntgnmftry , HftrbAirt  ,Tnn  j - - 

Rfltl  T*Ad 

R.F.D.  No.l,  Lanham,  Md... 

Mrs.  Montgomery. 

806-5 

Moore,  Anderson  T.  W. ,capt. ,C.B. 

Room  2807,  Munitions  Bldg. 

Br.  1678 

3118  19th  3t,,NW 

CO 

2059-J 

Mrs.  Moore. 

Mo01%  1 iJOZX  G • vCOX* 

A*  W«  C******************* 

NA  8772 

1708  Surrey  Lane,  NW 

CL 

8463 

Mrs.  Moore. 

Moore,  Leland  0.  W. ,lt.col. ,M.C. 

W«  R«  H**************** 

GE  1000 

Normandie  Apartments,  6817 

GE 

6062 

Mrs.  Moore. 

Georgia  Avenue,  NW. 

Moore,  Robert  3.,capt.,F.D 

Room  3003,  Munitions  Bldg. 

Br.  1176 

The  Park  Central , 1900  F 

ME 

0540 

Mrs.  Moore. 

St,  ,NW. 

Moore,  Werner  W. ,capt . ,Q.M.C. .. . 

Room  2303,'  Munitions  Bldg. 

Br.  1071 

3106  Chain  Bridge  Road,NW, 

CL 

2096 

Mrs.  Moore. 

- 

6905  Fifth  St.,NW 

GE 

7723 

Mrs.  Moorman. 

Moran,  Richard  B. ,maj. ,S.C...... 

A*  We  C******************* 

NA  8772 

1719  37th  St.,NW 

CL 

3893 

Mrs.  Moran. 

Mordecal,  Alfred,  maJ.,M.C 

W.  R.  C.  

GE  1000 

1218  Fern  St.,NW... 

GE 

1000 

Mrs.  Mordecal. 

Morey,  Lewis  S.,col.,F.D 

Room  3321,  Munitions  Bldg. 

Br.  2158 

1661  Orescent  Place, NW..,, 

CO 

1049 

Mrs.  Morey. 

Morgan,  Clifford  V. ,capt. ,M.C... 

Room  3628,  Munitions  Bldg. 

Br.  1693 

3607  T St.  ,NW 

CL 

3196 

Mrs.  Morgan. 

, GflOTgft  , col 

Rfttlrftd 

Army  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

NA 

8400 

*Momingstar,  Janes  G., It. col... 
Mrs.  Momingstar. 

Retired 

615  East  Leland  St. , Chevy 
Chase,  Md. 

WI 

3765-M 

Moroney,  William  J. ,capt. ,(Inf .) 

q.M.c. 

Fftri;  My«r,  Va^  ^ ^ ^ ^ 

WA  7580 

WA 

7580 

Mrs.  Moroney. 

Rfttl  rftd 

1613  Harvard  St.^JW 

CO 

0605-J 

Mrs.  Morris. 

Miss  Mary  H.  Morris. 

Morris,  William  H.  H. , Jr. ,lt. 

Room  421,  Winder  Bldg..... 

Br.  1696 

St.  Nicholas  Apartments, 

DU 

3524 

col • y ( Xnf • ) |G  *S  »C • 

2230  California  St.,NW. 

Mrs.  Morris. 

R At 1 r Ad  ................... 

ThA  ShoTAhAm  Hnt a1 « « . . - ^ ^ 

AD 

0700 

*Mo-pmw  1 Wm  1 nm  M-  ,col  ......... 

pAt t r Ad  ................... 

TT*  S.  Soldi  Arn*  Koitia  ^ D.C. 

AD 

9100 

Mrs.  Morrow. 

Morse,  William  F. ,maj. , Inf 

We  Cceeeeeeeeeeeeeee**# 

NA  8772 

2814  28th  St.,NW 

CO 

7810 

Mrs.  Morse. 

Miss  Margaret  L.  Morse. 

Arlington  National 
Cemetery. 

WA  7580 

Fort  My&r , Va. ............ 

WA 

7580 

Mrs.  Mortimer. 

♦MoAflij  .TATnAfi  A col  ............  . 

RAtl  "TAd  ................... 

923  15th  St.,NW 

NA 

7315 

*Motley,  Robert  E. ,capt. . 

Retired. .................. 

The  Farragut,  900  17th  St. 
NW. 

'di 

5870 

Mudgett,  Charles  S. ,capt . ,M.C . .. 

We  Re  G«  He e e e * • • e e e e e e • • • 

GE  1000 

908  Columbia  Boulevard, 

SH 

4803 

Mrs.  Mudgett. 

Silver  Spring,  Md. 

Mueller,  Charles  R. ,lt.col. ,M.C. 

We  He  Ge  Heeeeeeeeeeeeeee* 

GE  1000 

1911  R St.  ,NW 

PO 

5195 

Mrs.  Mueller. 

Mullins,  Charles  L.,Jr.,maJ., 

Ae  We  Cee***«****eee*e**«« 

NA  8772 

2101  South  Lynn  St.  , 

JA 

2175 

Inf. 

Arlington,  Va. 

Mrs.  Mullins. 
Miss  Agnes  Evans. 

Munson,  F.  Granville,  It. col.. 

Room  H-209,  Bldg,  E,  6th 

Br.  1851 

2705  34th  Place,  NW....,,, 

EM 

9075 

J.A.G.D. 

3t.  and  Adams  Drive,  SW. 

Mrs.  Munson. 

Miss  Aline  Munson. 
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Murchlsoa,  lames  L. ,capt.  ,M.C..* 

W.  R.  G.  H 

GE  1000 

8314  Draper  Lane,  Silver 

SH 

5321 

Mrs.  Murchison. 

Murphey,  Henry  S.,capt,,M.C 

W*  R*  O'*  H**************** 

GE  1000 

Spring,  Md. 

1540  East-West  Hi^way, 

SH 

5087-W 

Mrs,  Murphey. 

Murrell,  Ralph  E. .It.col, ,M.C. . . 

Room  36S9,  Munitions  Bldg. 

Br.  2275 

Silver  Spring,  Md, 
728  Chesapeake  Ave., 

SH 

2310-W 

Mrs.  Murrell. 

Miss  Eleanor  F.  Murrell. 
Myers,  David  Ap. , It. col. ,M.C.... 

Room  2641,  Munitions  Bldg, 

Br.  1396 

Silver  Spring,  Md. 
The  Westchester,  3900 

CL 

7700 

Mrs.  Mynrs. 

Myers,  Donald  J. ,maj. ,(Inf.) , 

Room  315,  Winder  Bldg..... 

Br.  1237 

Cathedral  Ave.,NW, 

3729  Jocelyn  St.,NW 

CL 

7434 

G.S.C. 

Mrs.  Myers. 

•Mvers,  Joseph  E.,col... 

Rftt  1 TAd  

204  Oxford  St.  ,Chevy  Chase 
Md. 

3407  Q,uebec  St.,NW 

WI 

2571 

Mrs.  Myers. 

Nalle,  Willietn,  It.col.  ,(Cav.)  , 

Room  424,  Winder  Bldg..... 

Br.  1251 

CL 

0080 

G.S.C. 

Mrs.  Nalle. 

Miss  Lillian  Nalle. 

Neale,  Claude  L.,capt.,M.C 

St.  Elizabeth’s  Hospital,, 

U 1426 

816  Gist  Ave.,  Silver 

SH 

5008 

Mrs*  Neale* 

Robert  TT.  ^ « 

Spring , Md. 

7920  Orchid  St, ,NW,, 

RA 

1034 

Mrs.  Neely, 

Nelson,  Kenneth  R. ,capt.  ,M.C.... 
Mrs.  Nelson. 

*Newbill,  Willard  Douglas,  col.. 

Army  Medical  School 

Retired 

GE  1000 

7019  Georgia  Ave,,HW 

Army  and  Navy  Club,  17th 

NA 

8400 

Newcomer,  Francis  K. , It. col.  , 

C.E. 

Mrs.  Newcomer. 

Miss  Rebecca  Newcomer. 
*Newoomer,  Henry  C.  ,brig.gen,. .. 

Room  2807,  Munitions  Bldg. 

Br.  1180 

and  I Sts.  ,NW. 

2334  19th  St.,NW 

NO 

6848 

Retired. 

The  Ontario,  Ontario  Road 

AD 

2435 

Mrs*  Newcomer* 

j riftorge  ^ ^ ^ M ^ M.  ^ M. 

Rftti  r*Ad 

and  16th  St.  ,NW. 

309  North  Washington  St., 
Falls  Church,  Va. 

1633  Massachusetts  Ave.,NW. 

Falls  Ch. 

Miss  Mary  Glenn  Newell. 

Miss  Bertha  Newell. 
*Newgarden,  George  J.  ,lt.col. ... 

Retired 

PO 

281 

4782 

Mrs.  Newgarden. 

Newman,  Richard  D. ,col.,  (Cav.), 

Room  2027,  Munitions  Bldg. 

Br.  U81 

1108  South  Arlington  Ridge 

JA 

15^ 

N.G.B. 

Mrs.  Newman. 

Miss  Rosemary  Newman. 

Nichol,  William  W.,capt.,M.C..., 

W*  R»  0*  H**************4« 

GE  1000 

Road,  Arlington,  Fa. 
Army  Medical  Center....... 

GE 

1000 

Mrs.  Nichol, 

Nlergarth,  Omer  0. ,maj . ,( capt.) , 

Room  2604,  Munitions  Bldg. 

Br.  1474 

44  Woodmont  Road,  Belle 

TE 

3049 

A.C. 

Mrs.  Nlergarth. 

Nless,  Oliver  K. , capt. ,M.C ... ... 

V/*  R*  0*  !!•••**••••«••••«• 

GE  1000 

Haven,  Alexandria,  Va, 
Army  Medical  Center....... 

GE 

1000 

Mrs.  Nless. 

Niles,  Wallace  E. ,oapt. ,0.D. ... . 

A*  W*  C************««««««* 

NA  8772 

4733  24th  Road,  North, 

WA 

8047-J 

Mrs*  Niles. 

Arlington,  Va. 

The  Kenesaw,  16th  and 

CO 

0712 

Mrs.  Nlssen. 

*Norvell,  Guy  S.,col 

Retired 

Irving  Sts. ,NW, 

2123  California  St.  ,NW.... 

NO 

3494 

Mrs.  Norvell, 

Noyes,  John  R.,capt.,C.E 

Room  2514,  Munitions  Bldg. 

Br.  1758 

1692  31st  3t.,NW 

MI 

2035 

Mrs,  Noyes. 

Numalnvllle,  Leon  J. ,1  lt.,M,C.. 

Army  Medical  School 

GE  1000 

810  AspsQ  SI/*  *NW *•••«••••• 

GE 

7930 

Mrs,  Numalnvllle. 

Nutt,  Clifford  C. ,maj.  ,A,C,.,.». 

Room  2521,  Munitions  Bldg, 

Br.  1758 

4000  Cathedral  Ave.,NW..,. 

CL 

7074 

Mrs,  Nutt, 

*Nuttman , Louis  M. , brig. gen..... 

Miss  Elizabeth  Nuttman. 
Nylen,  Arthur  H. ,lt.col, ,M.C.,., 

Retired 

Room  1143-A,  Munitions 

Br.  1463 

The  Westchester,  4000 
Cathedral  Ave, ,NW. 

2859  29th  St. ,NW 

AD 

3355 

Mrs.  Nylen. 

Miss  Betty  Nylen, 

^O'Brien,  James  A., It. col. 

Mrs,  O’Brien. 

Miss  Marcia  O'Brien. 

Bldg. 

Retired 

The  Beeches,  Langley,  Va., 
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^O’Brien,  Robert  E. 

Mrs.  O'Brien. 

Miss  Keturah  O'Brien. 

Odom,  Stanley  G. ,lt.col. ,M.C . , 

Reti  red, , •*,,,, 

Room  1146-n,  Munitions 

Mrs.  Odom. 

Bldg. 

Ogden,  David  A.  D. ,capt. ,C.E.... 

Room  2805,  Munitions  Bldg, 

Mrs.  Ogdeh. 

O'Hara,  Edwin  J. ,lt.col. ,F.D... . 

Room  3002,  ^^unitions  Bldg. 

Mrs,  O'Hara. 

Mrs.  J.  B.  Cronan. 
O'Kelliher,  Victor  1., It. col., 

Room  524,  Winder  Bldg..,.. 

(Spec,  Res.),G.S.C, 

Mrs.  O'Kelliher. 

Miss  Marjorie  O'Kelliher. 

Rftt1r«d ................... 

Mrs.  Frederic  A.  Young. 
Oliver,  Alfred  C.,  Jr. ,( It.col. ) 

Army  Medical  Center 

Ch. 

Mrs.  Oliver. 

Oliver,  Andres  G. ,1  lt.,M.C...». 

Army  Medical  School 

’^‘Ordwnv,  CrOdwin,  ^ 

Rfttlrfid ................... 

Mrs.  Ordway. 

Miss  Nancy  Ordway. 

Orth,  Gottlieb  L. ,capt. ,M.C..,.. 

Army  Medical  School....... 

Mrs,  Orth. 

Ostrom,  Charles  D.  Y., It. col,. 

A*  W,  C, 

C.A.C. 

Mrs,  Ostrom, 

Ott,  Harold  G.,maj.,D.C 

Room  1805,  Munitions  Bldg. 

Mrs,  Ott, 

’^OvftTton  , lAMlllflm  W- , fiol  - 

Mrs.  Overton, 

Paden,  Paul  A.  ,capt.  ,M.C 

Army  Medical  School 

Mrs,  Paden, 

PaXmer ^ J ^ Xt,  |M,C,, •«•••, 

Amor  Medical  School 

Mrs.  Palmer. 

Palmer,  Willlston  B. ,capt . ,F,A.. 

A,  <tl  m •«••••••••••• 

(Xfiorga  T51,  

Rftti rftd ................... 

Mrs,  Pariseau, 

Rflti  Tftd ................... 

Mrs.  Parker. 

Parker,  Lewis  R. ,1  It. ,A,C...... 

Bolling  Field, D.  C 

Mrs.  Parker. 

Parks,  Floyd  L.  ,capt . , (lnf)5.3.C, 

Room  222,  Dept,  of  State 

Mrs,  Parks. 

Bldg. 

Park’s,  OraaiTift  Trf. 

Room  Nfl’vy  Rldg...... 

Mrs,  Parks. 

Parmley,  Loren  F.  ,ma  j.  ,J'.A.G.D, . 

Room  408,  Otis  Bldg.,  810 

Mrs.  Parmley, 

18th  St.,NW. 

Parsons,  Ernest  H. ,capt, ,M.C . . .. 

M,  R,  0, 

Mrs,  Parsons, 

Partridge,  Clarence  E.,col.,O.D. 

Room  3850,  Munitions  Bldg, 

Mrs.  Partridge. 

Patch,  Joseph  D., It. col,.  Inf... 

University  of  Maryland, 

Mrs,  Patch. 

College  Park,  Md. 

Patrick,  Bream  C.,1  It.,  F.A.,.. 

Fort  Myer,  Va 

*Pfttr1«k,  M.  1 • • • . • 

Rftti rftd ................... 

Patterson,  William  R. ,1  It., 

Room  3501,  Munitions  Bldg. 

(Inf.) ,Q.M.C. 

Mrs,  Patterson. 

Paul,  Willard  S. ,maj. ,(Inf. ) , 

Room  258,  Dept,  of  State 

A.G.D. 

Bldg. 

Mrs.  Paul. 

Rftti rod  ................... 

Mrs.  Payne. 

Miss  Edith  Graham  Payne. 
^Pearson  , wniinm  F.  , eol  ....... . 

Rftti rftd ................... 

Mrs.  Pearson. 

Perkins,  Robert  M,, It. col.. 

Room  415,  Winder  Bldg 

(C.A.C.) ,G.S.C. 
Mrs.  Perkins. 

2205  California  St.,NW..,, 

PO 

0515 

Br.  1458 

2222  39th  Place ,NW 

CL 

8114 

Br.  1180 

3827  S St.  ,NW 

EM 

2988 

Br.  1243 

3901  Connecticut  Ave.,NSf., 

EM 

5648 

Br.  1782 

3825  Fulton  St.  ,NW 

CL 

4864 

Olynpie  Apartments,  1368 
Euclid  St, ,NW. 

CO 

4065-J 

GE  1000 

1220  Floral  St,,NW 

GE 

3297 

GE  1000 

6508  Georgia  Ave.,NW 

RA 

0900 

GE  1000 

1710  35th  St.,NW 

7019  Georgia  Ave.,NW 

CL 

9135 

NA  8772 

Tilden  Garden  Apartments, 
3000  Tilden  St.,NW. 

CL 

5334 

Br.  1568 

The  Kennedy-Warren , 3133 
Connecticut  Ave.,NlW. 

AD 

9600 

1905  South  Arlington  Ridge 
Road,  Arlington,  Va. 

JA 

1993 

GE  1000 

7701  Georgia  Ave. ,NW 

GE 

4121 

GE  1000 

7123  Georgia  Ave.,NW 

GE 

5582 

NA  8772 

Westchester  Apartments..,, 

EM 

4849 

514  Maple  Ridge  Road, 
Bethesda,  Md. 

WI 

2338 

1854  Mintwood  Place,  NV/.,. 

CO 

5987 

AT  8080 

Bolling  Field,  D.  C. 

AT 

8080 

Br.  1542 

Fort  Myer,  Va.  

WA 

7580 

Br.  1088 
Br.  1163 

3732  Windom  Place,  NW 

420  Lee  Blvd.,  Falls 
Church,  Va. 

EM 

2545 

Army  and  Navy  Club,  17th 
end  I Sts.  ,NW. 

NA 

8400 

GE  1000 

1528  East  West  Highway , 
Silver  Spring,  Md, 

SH 

4802-M 

Br.  1510 

Kew  Gardens,  2700  q St.,NVJ, 

DU 

0947 

GR  1660 

5308  Moorland  Lane, 
Bethesda,  Md. 

vra 

5183 

WA  7580 

Fort  Myer,  Va 

WA 

7580 

3010  Albemarle  Dt.,NV^..... 

CL 

1706 

Br.  1903 

Fort  Belvoir,  Va 

Ft. 

Belv, 

2275 

Br.  1593 

6413  31st  Place, NV/ 

CL 

7425 

2021  N St.  ,NW 

PO 

1661 

2330  Tracy  Place, NW 

PO 

0442 

Br.  U23 

Stonelelgh  Court , 1025 
Connecticut  Avenue ,NW. 

NA 

2266 
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*Perry,  Clifford  H. ,ma1. ........ 

419  East  Island  St. , 

Chevy  Chase,  Md. 

The  Carlton 

Stafford  Court  House , Va, . 

WI  5254 
Call  Staf 

Mrs.  Perry. 

Miss  Verna  E.  Perry. 
*Pershing,  John  J.,  General  of 
the  Armies, 

Persons,  William  E. ,col, ,(Inf.) , 

Room  274,  Dept,  of  State 
Bldg. 

Room  2034,  Munitions  Bldg, 

Br.  1722 
Br.  2101 

N.G.B. 

Mrs.  Persons. 

Peterson,  Leonard  T.  ,capt, ,M.C,, 

W.  R.  G.  H 

GE  1000 

908  Corwin  Drive,  Silver 

ford  Ct, 
House . 

SH  4455-J 

Mrs.  Peterson. 

*Phnlon,  James  M.,col.... .... 

Spring,  Md. 

1870  Wyoming  Ave,,NW 

6420  Leo  Hi^way,  Arling- 

DE  1880 

Mrs.  Phalen. 

Philips,  Joseph  L. ,lt.col. ,Cav,. 

Room  3606,  Munitions  Bldg, 

Br.  1813 

Falls  Ch. 

Mrs.  Philips, 

Miss  Margaret  Philips. 
Phillips,  Charles  T., It. col,. 

Room  303,  Winder  Bldg 

Br.  1744 

ton,  Va. 

The  Westchester  Apartments 

1208 
CL  1486 

{maJ.),(A.C.),G.S.C. 

Mrs.  Phillips. 

Philoon,  Wallace  C . ,ool, , (Inf . ) , 

Room  314,  Winder  Bldg...,. 

Br.  2241 

4000  Cathedral  Avea,NW, 
3X03  Maconib  St«  *••••••• 

CL  2710 

G.S.C. 

Mrs,  Philoon, 

Pick,  Lewis  A.  ,maj.  ,0, 

HA  8772 

3233  Klingle  Road,NW 

EM  5045 

Mrs.  Pick. 

*Plckering,  Richard  R.,col...... 

3333  Runnjrmsde  Place  JNW ... 
3633  Van  Ness  St. ,NW.... .. 

CL  4150 

Mrs,  Pickering. 

Miss  Carolyn  Roberts, 

Pike,  Shepard  L., col., Inf 

National  Guard  Armory,  6th 

ME  5519 

EM  2768 

Mrs.  Pike. 

*Pillsbury,  George  B. , brig. gen. , 

St.  and  Pennsylvania 
Ave. ,NW. 

Retired 

2216  Wyoming  Ave. ,NW...... 

DE  6024 

Mrs.  Pillsbury. 

Miss  Pillsbury. 

Pipes,  Henry  F.  ,col.,M.C 

Mrs.  Pipes. 

Plrkey,  Frank  Z. ,capt. ,C.E 

AD  9104 

TT.  R.  RolfH  arTs* 

AD  9100 
CL  0755 

Room  2728 , Munitions  Bldg. 

Br.  2076 

3414  Porter  St.  ,NVJ 

Mrs.  Pirkey. 

Pltz,  Hugo  £., col. ,Q.M.C. ....... 

Room  2336,  Munitions  Bldg. 

Br.  2154 

1347  Somerset  Place,  NW... 

GE  5740 

Mrs.  Pltz. 

Platt,  Robert  J. ,lt,col. ,M.C. . .. 

Room  2641 , Munitions  Bldg, 

Br.  1396 

The  Westchester 

EM  3796 

Mrs.  Platt. 

Pollock,  Byron  E.,1  lt.,M.C 

Array  Medical  School 

GE  1000 

1306  Floral  St.,NV/ 

GE  2345 

Mrs.  Pollock. 

Powell,  Carroll  A, ,raaj. ,(S.C.) , 

Room  2401,  Munitions  Bldg, 

Br.  2193 

2925  28th  St.,NW 

AD  6564 

N.G.B. 

Mrs.  Powell. 

Powell,  George  M.  ,capt . ,M.C . . .. , 
Mrs,  Powell, 

Power,  William  J.,capt.,M.C 

Army  Medical  School 

Army  Medical  School 

GE  1000 
GE  1000 

7019  Georgia  Ave.  ,NW 

1316  Floral  St,,NV/ 

GE  2322 

Mrs.  Power. 

3900  14th  St.,N'W 

AD  2728-W 

Mrs.  Price. 

Prime,  Charles  P.,maj.,A.C. 

Bolling  Field,  D.  0 

AT  8080 

Bolling  Field,  D.  C 

AT  8080 

Mrs.  Prime. 

Pritchett,  Harry  H. , col. , (Inf. ) , 

Room  1708,  Munitions  Bldg. 

Br.  1268 

The  Fairfax  Hotel,  2100 

PO  4480 

I.G.D. 

Mrs.  Pritchett. 

Propst,  Rudolph  W.,maJ.,A.C 

Room  2535,  Munitions  Bldg, 

Br.  1758 

Massachusetts  Ave.  ,NVJ, 
3212  Klingle  Road,  NW 

EM  3350 

Mrs.  Propst. 

4339  Montgomery  ave.. 

WI  4989-W 

Mrs.  Prunty. 

Miss  Gertrude  E.  Prunty. 

WA  7580 

Bethesda,  Mi. 

/ 

WA  7580 

Mrs,  Pugh. 

Putnam,  Lincoln  F. ,lt,col. ,M.C . . 

W.  H*  H.. 

GE  1000 

6201  14th  St.,Nyj 

GE  7510 

Mrs.  Putnam. 

WA  7580 

Fort  Myer,  Va 

WA  7580 

Mrs.  Quill. 
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Quirmell,  Earle  D.  ,lt.col.  ,M.C,« 

Army  Medical  Center. ...... 

GE  1000 

1307  Dogwood  St.,NW 

GE 

1000 

Mrs.  Qulnnell. 

Quinton,  Alfred  B.,  Ir. ,lt.col. , 

Room  3069,  Munitions  Bldg, 

Br.  1117 

3309  Woodley  Road,  NW 

CL 

3648 

Mrs.  Quinton. 

Radford,  Lawrence  C.,1  lt.,D.  C. 

Fort  Washington,  Md....... 

Alex. 

Fort  WnflhIngtrm'J  Md.. 

Al  AT 

.1845 

Raley , Edward  W. ,maj . , ( capt . ) , 

Room  1613,  Munitions  Bldg. 

1245 
Br.  1471 

La  Salle  Apartments,  1028 

ME 

2161 

A.C. 

Mrs.  Raley. 

Miss  Clare  McNamara. 
Randolph,  Norman,  It. col., (Inf.) 

Room  1603 , Navy  Bldg. ..... 

Br.  8090 

Connecticut  Ave.,NW. 
The  Kennedy-Warren,  3133 

AD 

8068 

B.I.A. 

Mrs.  Randolph. 

Ransom,  Paul  L. ,lt.col. ,(Inf. ) 

Room  416,  Winder  Bldg..... 

Br.  1606 

• Connecticut  Ave. ,NW, 

304L  Sedgwick  Bt.,NW...... 

CL 

8992 

G.S.C. 

Mrs.  Ransom. 

Rayens,  Charles  E.,maJ.,  Inf.... 

Georgetown  University 

(WE  0820 ) 

1522  44th  St.,NW 

CL 

6515 

Mrs.  Rayens. 

Raymond,  Julian  E. , capt ., Inf . ... 

A«  W»  C***«***««**«*«*««** 

(Br.  72) 

NA  8772 

Army  War  College 

NA 

8772 

Mrs.  Raymond. 

Rea,  Everett  F. , capt . ,F.D. ...... 

Army  Medical  Center 

GE  1000 

117  Chestnut  Avenue, 

SH 

2178 

Mrs.  Rea. 

Read,  Burton  Y. ,lt.col. ,A.C.D. .. 

Room  260,  Dept,  of  State 

Br.  2261 

Takoma  Park,  Md. 

3113  Macond}  Bt.,NW 

EM 

8068 

Mrs.  Read. 

Ready,  Joseph  L.,maJ.,Inf 

Bldg. 

A*  W«  C«»*e*e*«*«*««e*«**» 

NA  8772 

419  North  Oxford  3t., 

WA 

6386 

Mrs.  Ready.' 

Reed,  C.  Wlngats,capt. ,0.D 

Room  3058,  Munitions  Bldg. 

Br.  1925 

Arlington,  Va, 

4480  36th  St.,NW 

EM 

8022 

Mrs.  Reed. 

Miss  Anlce  6.  Harding. 
Reed,  Walter  L.,maJ.gen.,  The 

Room  1064,  Munitions  Bldg. 

Br.  2182 

2801  South  Knoll  Road, 

JA 

2193 

I.  G. 

Mrs.  Reed. 

Miss  Landon  Reed. 

Miss  E.  P.  Blackford. 

Reeder,  William  0. ,maj. ,S.C. .... 

Room  3412,  Munitions  Bldg. 

Br.  1638 

Arlington,  Va. 

2401  Tunlaw  Road,  NW 

EM 

5886 

Mrs.  Reeder. 

Reedy,  Walter  J.,1  lt.,M.C 

Army  Medical  School....... 

GE  1000 

7701  Georgia  Ave. ,NW...... 

GE 

2352 

Mrs.  Reedy. 

Hfiti  r«d 

The  Chalfonte , 1601 

AD 

8710 

Miss  Frances  H.  Rees. 

Mrs.  Rees  Price. 

Regan,  Harvey  W.,Sd  lt.,A.C..... 

Bolling  Field,  D.  C 

AT  8080 

Argonne  Place  ,NW. 

Bolling  Field,  D.  C . 

AT 

8080 

3102  Hawthorne  St.,NW...,. 
1233  31st  St.,NW 

CL 

6787 

Mrs.  Regaa* 

2115  C St.  ,NW..... 

Br.  1309 

WE 

2467 

Mrs.  Regan. 

Rehkopf,  Ned  B.,col.,F.A 

A*  W*  Co«»«*«*****«*«*«*** 

NA  8772 

Amy  War  College 

NA 

8772 

Mrs.  Rehkopf. 

Miss  Ellen  D.  Rehkopf. 

Rehm,  George  A. ,capt.,Cav 

A»  C««e*»e**ee**e*»»«»* 

NA  8772 

6011  33rd  St.,NW 

CL 

5057 

Mrs.  Rehm. 

Reimel,  Stewart  E.,maJ.,0.D 

Room  3072,  Munitions  Bldg. 

Br.  1445 

2616  South  Joyce  St., 

JA 

1527 

Mrs.  Reimel. 

Reinhardt,  Emil  F. ,lt.col. ,Inf . . 

Room  1030,  Munitions  Bldg. 

Br.  1022 

Arlington,  Va. 

3220  Elingle  Road,NW 

CL 

3803 

Mrs.  Reinhardt. 

Miss  Ann  Reinhardt. 

Miss  Jane  Reinhardt. 
Reynolds,  Charles  R.,maJ.gen., 

Room  1070,  Munitions  Bldg. 

Br.  2139 

The  Dresden,  Connecticut 

NO 

3593 

The  S.  G. 

Mrs.  Reynolds. 

Miss  Hebe  Reynolds. 
Reynolds,  Royal,  col.,M.C 

We  R«  G«  Heeeeeeeeeceea*** 

GE  1000 

Ave.  and  Kalorama  Road, 
NW. 

1323  Dogwood  St. ,NW.. ..... 

GE 

1000 

Mrs.  Reynolds. 

Miss  Sally  Reynolds. 

3228  Cleveland  Ave.,NW.... 

CL 

8230 

Mrs.  Rhoades. 

Mrs.  Mary  L.  Taylor. 
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RHudy,  Ralph,  1 lt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C. ...... 

AT 

8080 

Rice,  Albert  S.,capt.,O.D 

Room  3815,  Munitions  Bldg. 

Br.  1475 

3503  Quebec  St.,NW 

EM 

8851 

Mrs.  Rice. 

Rice,  John  E.  ,n)aj  ., Inf  

Room  1030,  Munitions  Bldg. 

Br.  1022 

609  North  Edgewood  St,, 

WA 

6780 

Mrs.  Rice. 

Rice,  Willisa  F. ,lt.col. ,M.C.... 

iff*  R*  0*  R**********.*..## 

GE  1000 

Arlington,  Va, 

7303  Alaska  Ave.,NW 

RA 

3419 

Mrs.  Rice. 

*Richard,  Charles,  brig, gen.... 

Retired. 

2448  20th  St.,NV.' 

CO 

2453 

Richards,  Harrison  H.  C.,col., 

Room  2052,  Munitions  Bldg. 

Br.  1150 

3242  38th  St.,NW 

CL 

7792 

(It. col.) ,A.C. 

Mrs.  Richards. 

Miss  Landonia  B.  Richards. 
Richardson,  Jules  V. ,1  lt,,Cav.. 

Fort  Myer,  Vb.. ........... 

WA  7580 

Tf MvftT , Va-  - - 

WA 

7580 

Richey,  Harold  L.,1  lt.,Cav. , 

Room  1032,  Munitions  Bldg, 

Br.  1002 

Fort  Myer,  Va, 

WA 

7580 

Aide  to  Brig.  Gen.  Dana  T. 
Merrill. 

Mrs.  Richey. 

Richmond,  Adam,  maj. ,J.A.G.D.... 

Room  602,  Otis  Bldg.,  810 

Br.  1685 

125  Glenbrook  Road, 

W1 

2560 

Mrs.  Richmond. 

Ricker,  George  W. ,maj. ,(C.A.C.) , 

18th  St.,NW. 

Room  319,  Winder  Bldg 

Br.  1045 

Battery  Park,  Md. 

3901  Connecticut  Ave.,NW,. 

CL 

8856 

G.S.C. 

Mrs.  Ricker. 

Miss  Frances  Ann  L.  Ricker. 
Ridgely,  Dale  B.,maJ.,D.C 

Room  1131,  Munitions  Bldg. 

Br.  1420 

2437  39th  Place,  NW 

CL 

3405 

Mrs.  Ridgely. 

Riefkohl,  Rudolf  W., It. col.. 

Room  2541,  Munitions  Bldg. 

Br.  1012 

3150  16th  St.,NV^ 

CO 

0224-J 

%.M.C. 

^igby,  WilUnm  G.  , col.  .......  .. 

Rftt  lT*«d 

Wardmcr  Pa7*k  Hotel-------- 

CO 

2000 

Mrs.  Rigby. 

Mrs.  Bronson  Rigby. 

PlggSy  T.*  ^ . 

WjTATj  Vn*  ^ ^ ^ « 

WA  7580 

Tort  Va- ----------- - 

WA 

7580 

Mrs.  Riggs. 

Rlnard,  Herbert  A.(s>aJ.],  Ch.... 

Room  3040,  Munitions  Bldg. 

Br.  1090 

The  Wyoming,  2022  Columbia 

DE 

2864 

Mrs.  Rlnard. 

Rising,  Harry  N.,maj.,O.D 

Room  3809,  Munitions  Bldg. 

Br.  1657 

Road,  NW* 

3505  Davi.s  St • ••**••*•• 

CL 

5552 

Mrs.  Rising. 

Miss  Sally  Rising. 

Ritchie,  Scott  B.,maJ.,O.D 

Room  2047,  Munitions  Bldg. 

Br.  1948 

5407  41st  St.,NW 

CL 

8470 

Mrs.  Ritchie. 

*Rlttenhouse , Basil  N., It. col... 

Mrs.  Rittenhouse. 

Rives,  Tom  C. ,maj . ,S.C. 

Retired.. 

Room  3433,  Munitions  Bldg, 

Br.  1523 

R.F.D.  #2,  Silver  Spring, 

Md. 

5620  Wilson  Lane,  Bethesda 

W1 

5502 

Mrs.  Rives. 

Robb,  Holland  L. ,lt.col. ,(C.E.) , 

Room  2404,  Munitions  Bldg. 

Br.  1569 

Md. 

3415  30tb  St * ,NW* ***•**•• * 

CO 

9412 

N.G.B. 

Mrs.  Robb. 

Miss  Janice  Robb. 

184D  Mintwood  Place, NW.... 
6510  Maple  Avenue,  Chevy 

CO 

649 7-M 

Mrs.  Roberts. 

•Roberts,  Charles  D. , brig. gen... 

Retired 

11 

5929 

Mrs.  Roberts. 
Miss  Roberts. 

Retlrftd 

Chase,  Md. 

The  Kennedy-Warren,  3133 
Connecticut  Ave.,NW, 

2514  14th  St.jNW 

AD 

9600 

Mrs*  Roberts. 

AD 

9740 

Mrs.  Robertson. 

Robertson,  Walter  M., It. col.. 

Room  306,  Winder  Bldg..... 

Br,  1734 

The  Westchester,  4000 

CL 

7388 

(Inf.)G.S.C. 

Mrs.  Robertson. 

Robinett,  Paul  M. ,maj. ,(Cav.) , 

Room  2649,  Munitions  Bldg. 

Br.  1976 

Cathedreil  Ave.,NW. 

The  Kennedy-Warren,  3133 

CO 

7078-R 

&*s*c« 

Robinson » Paul  I* ,capt. ,M«C*.**« 

Room  3629  , Munitions  Bldg. 

Br.  2275 

Connecticut  Ave,,NW, 

2422  39th  St.  ,NW 

CL 

7873 

Mrs*  Robinson* 

514  Quackenbos  St.,NW 

318  Main  St., Laurel,  Md.. .. 

RA 

0034 

Mrs.  Robinson. 

Robinson,  Robert,  capt. ,S.C...«. 

Room  3402,  Munitions  Bldg, 

Br.  2253 

Laurel 

Mrs.  Robinson. 

270-J 
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Roby,  Albert  A. ,capt. ,7.C.».»... 
Mrs.  Roby. 

*Rocbe,  Edward  A.,  col 

Mrs.  Roche. 

'•‘Rodgers,  Alexander,  col........ 

Mrs.  Rodgers. 

Roffe,  Adolphus  W. ,lt.col. ,Cav. , 
Mrs.  Roffe. 

Mias  Frances  Roffe. 

Rogers,  Harold  D.  ,lt.col.  ,M.C..<> 
Mrs.  Rogers. 

Miss  Ruth  Rogers. 

Miss  Mildred  Rogers. 

Rogers,  Richard  G.  ,capt.  ,(^,M.C.. 
Mrs.  Rogers. 

^Rogers,  Wilbur,  It.col. ........ 

Mrs.  Rogers. 

*Root,  Edwin  A., col 

Rose,  Hal  M.  ,zoaJ . ,Cav.. . . . . . .... 

Mrs.  Rose. 

Ross,  John  6. ,col. ,(0.D) .G.S.C.. 
Mrs,  Rose. 

Rose,  Walter  A. ,lt.col. ,D.C 

Mrs.  Rose. 

Rose,  William  C. , It. col.  ,A.G.D. . 
Mrs.  Rose. 

■^Rosenbaum,  Otho  B. , brig, gen... . 

Ross,  Frank  S. ,maj. ,(Inf .)G.S.C, 
Mrs,  Ross. 

’*Ross,  Tenney,  col...... 

Mrs.  Ross. 

Miss  Betsy  Ross. 

Rounds,  Wllliem  A. ,maj. ,J.A.G.D. 
Mrs.  Rounds. 

Rowan,  Hugh  W. ,maj . ,C.W.S 

Mrs.  Rowan. 

Ruddell,  lames  C. ,lt.col. ,C.A.C. 
Mrs.  Ruddell. 

Miss  Mary  El via  Ruddell. 
Rumbough,  David  S.  ,maj  .,F.A..... 
Rumbough,  William  S. ,maj.  ,S.C... 
Mrs.  Rumbough. 

Rutherford,  Harry  E.,col.,O.D... 
Mrs.  Rutherford. 

Miss  Dorothy  Rutherford, 
*Rutherford,  Henry  H. ,col,,,»,,. 
Mrs.  Rutherford. 

■^Ruttencutter,  Brady  G.,col 

Mrs.  Ruttencutter. 

Ryan,  Patrick  J.,(oapt.) ,Ch...., 
tos.  P.  P.  Ryan. 

Ryan,  William  0. ,lt.col. ,A.C. ... 
Mrs.  Ryan. 

Miss  Mary  A.  Allison. 

Sadler,  William  H.  ,maj.  ,i^.M.C.«. 
Mrs.  Sadler. 

Miss  Betty  Jme  Sadler. 
’•Saltzmen,  Charles  McK.  ,maj.gen. 
Mrs.  Saltzman. 

Sandlin,  Erie  0.,maj.,  Inf 

Mrs.  Sandlin. 

Miss  Virginia  Heath. 
Sawbridge,  Ben  M. ,maJ.,(F.A. ), 

G.S.C. 

Sawyer,  Bickford  E. ,maj . ,F.O.... 
Mrs.  Sawyer. 


Office  address  and  telephone 


Residence  and  telephone 


SH 

2040 

Hy. 

148^ 

PO 

1179 

'WA 

7580 

GE 

8608 

CL 

8481 

Alex. 

548-W 
WA  8444-J 

GE 

1557 

EU 

4508 

NO 

8827 

EM 

2049 

WI 

5430 

EM 

4039 

WI 

7142 

DU 

5977 

WA 

EM 

7580 

8282 

AD 

9177 

DE 

6121 

CL 

5534 

GE 

1000 

m 

7238 

EM 

0912 

SH  1363-J 

EM 

0952 

CO 

0124 

EM 

3563 

Army  Veterinary  School.... 

Retired 

Retired 

Fort  Myer,  Va..,., 

Room  2506,  Munitions  Bldg. 


Room  2535,  Munitions  Bldg, 

Retired................... 

Retired.. 

Room  H-149,  Bldg.  E,  6th 
St.  and  Adams  Drive, SW. 
Room  520,  Winder  Bldg..... 

W.  R.  G.  H.... ............ 

Room  254,  Dept,  of  State 
Bldg. 

Retired... 

Room  522,  Winder  Bldg..... 
Retired 


Room  601,  Otis  Bldg.,  810 
18th  St.,NW. 

Room  3052,  Munitions  Bldg 
Room  2523,  lihinltions  Bldg 


Fort  Mycv,  7a. ......... 

Room  3415,  Munitions  Bldg 

Room  2040  , iiunitl  ops  Bldg 


Retired. ........ ......... 

Retired.. 

Amy  Medical  Center...... 

A.  W.  C.... ........ ...... 

Room  2511,  Munitions  Bldg 


Retired 

A.  W.  C................... 

Room  420,  Winder  Bldg 

Room  1315,  Munitions  Bldg. 


GE  1000 


WA  7580 


Br.  1086 


Br.  1758 


(DI  2200) 
(Br.  315) 
Br.  1563 

ca:  1000 

Br.  1525 


Br.  1612 

Br.  1685 
Br.  2256 
Br.  1758 


WA  7580 
Br.  2249 

Br.  1020 


Carroll  Spring  Inn. 


0E  1000 
NA  8772 

Br,  1143 

NA  8772 

Br.  1829 
Br.  1092 


14  Ralston  Ave. , Hyatt s- 
ville , Md. 

1716  New  Hampshire  Ave,  ,NW* 


Fort  Myer,  7a 

1326  Farragut  St. ,NW, 


2802  Wisconsin  Ave. ,NW.... 

1316  New  Hajm>shire  Ave.  ,NW. 

c/o  American  Security  aid 
Trust  Co. 

13  Virginia  Ave.,  Jeffer- 
son Park,  Alexandria,  7a, 

3409  15th  St., North, 
Arlington,  Va. 

1436  Hanlock  St. ,NW, ...... 

4508  Hoban  Road,  Colony 
Hill. 

Pelham  Courts,  2115  P 
St.,NW. 

3000  39th  St.,NW 

404  Highland  Drive,  Ken- 
wood, Chevy  Chase,  Md. 

3416  Rodman  St. ,NW........ 

15  Primrose  St,, Chevy 
Chase,  Md. 

2139  Wyoming  Ave., NW...... 

Fort  Myer,  7a 

3225  K1 ingle  Road,  NW 

1869  Wyoming  Ave.,NW 

2101  Connecticut  Ave.,NW.. 

3900  Cathedral  Ave.,NW.... 

Amy  Ifedlcal  Center.. 

Broadmoor  Apartments,  3601 
Connecticut  Ave.,NW. 

3621  T Street,  N.W. ^...... 

R.F.D.  Burnt  Mills 
Hills,  Silver  Spring ,Md. 

4433  Q St . ,NW ............. 

1940  Biltmore  St.,NW...... 

3901  Connecticut  Ave.,NW.. 
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Office  address  and  telephone 

Residence  and  telephone 

Sawyer,  Harold  P. ,lt.col. ,U.C. .. 

Amy  Uedical  School....... 

GE  1000 

1207  Sheridan  St.,NW 

RA  9586 

Mrs.  Sawyer. 

Sayler,  Henry  B. ,lt.col. ,0.D.... 

Room  3820,  Munitions  Bldg. 

Br.  1571 

3207  38th  St.,NW 

EM  1553 

Ure.  Sayler. 

Scheunann,  William  F., It. col., 
n r 

V*  R*  6*  H****«**********« 

GE  1000 

1301  Juniper  St.  ,NW 

GE  3223 

Schley,  Julian  L.,maJ.gen.,  C. 

Room  3076,  Munitions  Bldg. 

Br.  2052 

1714  Hoban  Road,  NW 

EM  1715 

of  E. 

lire.  Sdiley. 

Schlieker,  Grant  A. ,maj..  Inf... 

A.*  V*  C****************«** 

NA  8772 

The  Kennedy-Warren,  3133 

CO  0345-41 

Mrs.  Sculleker. 
Scblosberg,  Richard  T.,capt. , 

Room  3037,  Munitions  Bldg. 

Br.  1807 

Connecticut  Ave.,Nff. 

3400  Porter  3t.,NW........ 

EM  3211 

Urs.  Scfaloahsrg. 

Schneider,  Max  F. ,maj . ,(capt. ) , 

A.C. 

Urs.  Schneider. 

*Scholl,  Philip  A. , It. col. ...... 

A*  W*  C******************« 

NA  8772 

1303  Holly  St.,NW 

GE  8191 

Room  3235,  Munitions  Bldg. 

Br.  1480 

4451  Greenwich  Parkway.... 

EM  7331 

Urs.  Scholl. 

Ulss  Anna-Jean  Scholl. 

Ulss  Audraa  Louise  Scholl. 
Schow,  Robert  A.,capt.,  Inf..... 

A*  W*  C**********«*******« 

NA  8772 

2401  Calvert  St.,NW 

CO  4741 

Urs.  Sc^ow. 

Schreuder,  Otis  B.,maJ.,U.C 

W*  R*  G*  H**************** 

GE  1000 

1538  East  West  Highway, 

SH  4252 

Urs.  Schreuder. 

Schroeder,  Arnold  L. ,1  lt.,A.C.. 

Bolling  Field,  D.  C. 

AT  8080 

Silver  Spring,  Ud. 
Bolling  Field,  D.  C 

AT  8080 

Schell 2 1 J obu  W*  • 

Room  246|-,  Dept,  of  State 

Br.  1848 

2301  Connecticut  Ave.,NW.. 

DE  0762-W 

Urs.  Schulz. 

Schwartz,  Philip,  capt. ,0.D..... 

Bldg. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

3811  Beecher  St.,NW 

EM  5940 

Urs.  Schwartz. 

*Scott,  Ernest  D. , brig. gen. .. ... 

Urs.  Scott. 

Scott,  J.  F.  Reynolds-,  maj.. 

Retired.... 

Room  406,  Otis  Bldg. , 810 

Br.  2126 

35^  Springland  Lane,NW... 
6729  25th  St.,  East  Falls 

CL  3282 
Falls  Ch. 

J.A.G.D. 

Urs.  Scott. 

*Scriven,  George  P. , brig.gan... 

18th  St.,NW. 
Retired 

Chur^,  Va. 

2241  Bancroft  Place,  NW. .. 

1988 
NO  9582 

Urs.  Scrlven. 

Seaman,  A.  Owen,  brig. gen.. 

Room  2014,  Munitions  Bldg. 

Br.  1046 

1870  Wyoming  Ave.  ,NW. . . ... 

DS  1880 

Asst,  to  The  4«U.O. 

Urs.  Seaman. 

Seaman,  James  B.,1  lt.,U.C 

Searcy,  Cyrus  H. ,maj ., Inf 

A-rnny  f 

GS  1000 

1107  Fern  St.,NW 

GE  2764 

A*  W*  C******************* 

NA  8772 

X600  S1«*  |HW* •••••••••• 

MI  0546 

Urs.  Searcy. 

Seeley,  Sam  F. ,capt. ,U.C. 

W*  R*  G*  H**************** 

SB  1000 

1215  Glen  Ross  Road, 

SH  4171 

Urs.  Seeley. 

Seleen,  Paul  U. , capt. ,0.D. ...... 

Room  2535,  lAinltlons  Bldg. 

Br.  1758 

Silver  Spring,  Ud. 

4700  Connecticut  Ave.,NW.. 

CL  0845 

Urs.  Seleen. 

Seybold,  John  S. ,capt.,C.£ 

Room  2728 , Munitions  Bldg. 

Br.  2076 

3645  Kanawha  St . ,NW 

CL  3419 

Urs*  Seybold* 

2400  16th  St.  IW 

CO  7200 

Urs.  Sharpe. 

Shaw,  Franklin  P.  ,maj  ., J.A.G.D.. 

Boom  2536,  Munitions  Bldg. 

Br.  1758 

303  Cherry  St. , Falls 

Falls  Ch. 

Urs*  Shaw*  . 

Church,  Va. 

1801  K St.,NW 

1583 
DI  8336 

Urs.  Shaw. 

Sheehan,  Daniel  J. ,1  lt.,U.C.... 
Ure.  Sheehan. 

Army  Ifedlcal  Sdiool... .... 

GE  1000 

16  Crescent  Place ,NW. .. ... 

2328  20th  St.  IJW 

SH  2875-W 
NO  3430 

Urs.  Sheen. 

Sheep,  William  L., col., U.C...... 

Room  1077,  Munitions  Bldg. 

Br.  2097 

The  Wyoming,  2022  Columbia 

NO  7690 

Urs.  Sheep. 

Ulss  Carroll  H.  Sheep. 
Sheetz,  Josef  R.  ,maj.,FJl 

A*  V*  C******************* 

NA  8772 

Road,NW. 

Woodley  Park  Towers,  2737 

CO  0634 

Urs.  sheetz. 

Shekerjian,  Haig,  It.eol. ,C.W.S. 

Room  3048,  Munitions  Bldg. 

Br.  1223 

Devonshire  Place, 

The  Dresden,  2126  Connect- 

NO  3595 

Urs.  Shekerjian. 

Shelton,  Nana,  capt.  ,A.N.C. , 

Room  1826 , Munitions  Bldg. 

Br.  2194 

icut  Ave.,NW. 

1633  16th  St.,NW 

NO  7272 

Chief  Nurse. 
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Sherburne,  Thomas  L. ,Jr.  ,oapt. , 

A.  W.  C. 

NA  8772 

Army  War  College ,,,. 

NA 

8772 

F.A.,  Aide  to  Maj.  Gen.  John 
L.  DeWitt. 

Sheridan,  Arthur  J, ,capt. ,C.E..» 

Room  2512,  Munitions  Bldg. 

Br.  1758 

3725  Macomb  St.,NVJ 

IM 

5960 

Mrs.  Sheridan. 

Sherr,  Joe  R.,capt.,S.C 

Room  3436,  Munitions  Bldg. 

Br.  1561 

1400  Ingraham  St . ,NW ...... 

GE 

1861 

Mrs.  Sherr. 

Sherrill,  Stephen  H. ,maj . ,S.C. . . 

A*  W.  C... 

NA  8772 

3205  Cleveland  Ave.,N;T.... 

EM 

8253 

Mrs.  Sherrill. 

Sherry,  Bertram  J. , maj. ,S.C 

Room  3432,  Munitions  Bldg, 

Br.  1956 

6225  30th  St.,NW 

CL 

4413 

Mrs.  Sherry. 

Shlngler,  Don  G. ,capt. ,C.E * 

Room  512,  District  Bldg... 

(NA  6000) 

3505  Porter  St.,NV/ 

EM 

8096 

Mrs.  Shingler. 

Mrs.  J.  J.  Shlngler. 

Shipley,  Wayne  D. ,1  lt.,V.C..... 

Army  Veterinary  School.... 

(Br.  137) 
GE  1000 

7300  Georgia  Ave.,NW 

GE 

5884 

Mrs.  Shipley. 

Shipp,  William  E. , It. col. ,(Cav. ) 

Room  503,  Winder  Bldg..... 

Br.  1507 

The  Kennedy-Warren , 3133 

AD 

3950 

G.S.C. 

Shutter,  Arnold  W. ,maj. ,(F.A. ) , 

Room  2403,  Munitions  Bldg. 

Br.  1411 

Connecticut  Ave.,NW. 

1613  44th  St . ,NW 

CL 

4986 

N.G.B. 

Mrs.  Shutter. 

Slbert,  Edwin  L.,capt.,FJ^ 

A.  W.  C..... 

NA  8772 

3321  Cleveland  Ave.,NW.... 

EM 

8273 

Mrs.  Slbert. 

Sichi,  William  T. ,capt. ,M.C 

W.  H.  Gr.  H.*.. ............ 

GE  1000 

1537  East  West  Highway, 

SH 

4942-J 

Mrs.  Sichi. 

Slefert,  William  H. , It. col. ,D.C . 

Room  1131,  Munitions  Bldg. 

Br.  1420 

Silver  Spring,  Md. 

4418  q St.,NW 

EM 

1311 

Mrs.  Siefert. 

Siler,  Joseph  F.,col.,M.C 

Army  Medical  School 

GE  1000 

7059  Alaska  Ave.,NW 

GE 

1000 

Mrs.  Siler. 

Sllkman,  John  M., maj., C.E....... 

Room  2524,  Munitions  Bldg. 

Br.  1758 

3517  Ordway  St. ,NW. . .... .. 

EM 

1766 

Mrs.  Sllkman. 

Simmonds,  Nathaniel  L.,maJ., 

Room  2401,  Munitions  Bldg. 

Br.  2193 

Woodley  Park  Towers,  2737 

AD 

8l44 

(Q.M.C.), N.G.B. 

Mrs.  Simmonds. 

Simmons,  Ralph  H. ,lt.col. ,M.C... 

W » R.  0.  M. ............... 

GE  1000 

Devonahire  Place.,NW. 

6811  9th  St.,NW 

GE 

2999 

Mrs.  Sinmons. 

Simpson,  Bethel  W. ,lt.col. ,0.D.. 

Room  3056,  Munitions  Bldg. 

Br.  1925 

2605  South  Joyce  St., 

JA 

1604 

Mrs.  Sli^son. 

Miss  May  Simpson. 

Miss  Anais  Byrne. 

Simpson,  French  C. ,maj. ,Q.M.C... 

Room  2115,  Munitions  Bldg. 

Br.  1714 

Arlington,  Va. 

2922  Newark  St.,NW 

EM 

8688 

Mrs.  Simpson. 

Simpson,  Lawrence  L.  ,maj . ,Q.M.C . 

Room  3501,  Munitions  Bldg. 

Br.  1472 

Broadmoor  Apartments, 

CL 

6900 

Mrs.  Sln^son. 

Simpson,  William  H., col., 

A.  W.  C.. ........... ...... 

NA  8772 

3601  Connecticut  Ave.  ,NW. 
Army  War  College 

NA 

8772 

Mrs.  Simpson. 

Skelton,  Oscar  G. ,lt.col. ,D.C... 

tf.  R.  G.  H. .............. . 

GE  1000 

The  Broadjsoor 

CL 

6900 

Mrs.  Skelton. 

Rfttlrftii 

The  Marlborough,  917  18th 
St.  ,NW. 

Bolling  Field,  D.  C....... 

ME 

5707 

Slauaon,  Kinsley  W. , maj.  ,(^.M.C.. 

Bolling  Field,  U.  C 

AT  8080 

AT 

8080 

Mrs.  Slauson. 

Miss  Jemet  Slauson. 

Miss  Barbara  Slauson. 

Miss  Frances  Slauson. 
*Slavens,  Thomas  H., brig. gen.... 

Retired 

2230  California  St.,NW. ... 

PO 

3651 

Mrs.  Slavens. 

Sloet f Jesse  X.|lt. col . 

W.  R.  G.  R. ............... 

GE  1000 

1308  Geranium  St.,NW 

RA 

3129 

Mrs.  Sloat. 

R«ti  Tfid 

20  Arundel  Ave. , Hyatts- 
vllle,  Md. 

1236  33rd  St.,NV/ 

Hvatts. 

Miss  Marie  F.  Small. 
Miss  Florence  F.  Small. 

WE 

941 

2257 

Mrs.  Smalley. 

*Smedberg,  William  R., Jr., brig. 

Retired 

1810  Wyoming  Ave.,NW...... 

NO 

6148 

gen. 

Mrs.  Smedberg. 
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♦smith,  Alfred  T. ,brig.gen...... 

Urs.  Smith. 

♦smith,  Allen  M.  ,col... 

Mrs.  Smith. 

Smith,  Fay,  capt.  ,Inf... 

Mi*s.  Smith. 

Smith,  Frank  M. ,maj. ,A,G.D. ..... 

Mrs.  Smith. 

Smith,  Glenn  E.,2d  It. ,M.A.C.... 
Mrs.  Smith. 

Smith,  Heniy  J.  M. .It.col. ,Ca7.. 
Mrs.  Smith. 

Smith,  Horace  B. ,maj. , Inf. ...... 

Mrs.  Benjamin  Smith. 

♦Smith,  Hugh  C.,col 

Mrs.  Smith. 

Smith,  John  Abdiel,lt.col. , 

J.A.G.D. 

Mrs.  Smith. 

Smith,  Lawrence  G. ,capt . ,Cav. ... 
Mrs.  Smith. 

Smith,  Leighton  N. ,capt. ,F.D. .. . 

Mrs.  Smith. 

Miss  Joanne  C.  Smith. 

Smith,  Lowell  H. ,maj. ,A.C....... 

Mrs.  Smith. 

Smith,  Luther  Stevens,  capt., 

A.C. 

Mrs.  Smith. 

Mrs.  G.  A.  Stowers. 

Smith,  Stuart  G. ,maJ.,M.C 

Mrs.  Smith. 

♦Smith,  Thomas  J.  ,col.. 

Smith,  Wallace  G.  ,maj  . ,(capt.) 

A.C. 

Mrs.  Smith. 

Miss  Jeanne  Roland. 

♦smith,  Walter  K.  , col 

Mrs.  Smith. 

Miss  Wilda  Smith. 

Smith,  Wilson  T. ,capt. ,M.C. ..... 

Mrs.  Smith. 

Snow,  William  A. , It. col., C.E.... 
Mrs.  Snow. 

♦snow,  William  J.,maJ.gen 

Mrs.  Snow. 

Snyder,  Howard  McC. ,col. ,(M.C. ) , 

N.G.B. 

Mrs.  Snyder. 

Soderholm,  Walter  H. ,maj. ,0.0... 
Mrs.  Soderholm. 

Souder,  Charles  G. ,lt.col. ,M.C.. 
Mrs.  Souder. 

Miss  Souder. 

Southard,  Harry  D. ,(lt.col.) .Cb. 
Mrs.  Southard. 

Miss  Viola  Tyler. 

Miss  Elizabeth  Burgess. 
Spalding,  Sidney  P. , It. col. ,0.D. 
Sparks,  Leonard  C. ,col. ,(F.A. ) , 
G.S.C. 

Mrs.  Sparks. 

Spaulding,  Oliver  L. , col. ,F .A... 
Mrs.  Spaulding. 

♦Spaiildlng,  Thomas  M.  ,col 

Mrs.  Spaulding. 


Retired. 

Rfittrftd 

1726  M Ste,NW 

TTnt.Al  Mftrti  nl  ^ • 

DI 

4150 

2115  C St-  ,NW - 

Br.  1321 

2930  33rd  Place,  NW 

CL 

9033 

Room  260,  Dept,  of  State 

Br.  1949 

Marlyn  Apartments, 

BJl 

7755 

Bldg. 

We  Re  Ge 

GE  1000 

Cathedral  Ave.  at  39th 
St.  ,NW. 

Otis  Gardens,  1445  Otis 

AD 

10133 

Room  3206,  Munitions  Bldg. 

Br.  2050 

Place ,NW. 

4425  Volta  Place,  NW...... 

CL 

0409 

Room  1032,  Munitions  Bldg. 

Br.  1002 

Wardman  Park  Hotel........ 

CO 

2000 

Retired 

1424  16th  St.,NlV 

DE 

2021 

Room  306,  Otis  Bldg.,  810 

Br.  1166 

The  Westdi ester,  4000 

3673 

18th  Ste.NV/e 

Fnrt  Va  ^ ^ ^ ^ ^ ^ ^ 

WA  7580 

Cathedral  Ave,,NW. 

1fo7*t  MyAr,  7a 

WA 

7580 

Room  3103,  Munitions  Bldg. 

Br.  1176 

5314  32d  St.,NW 

EM 

6216 

Room  2622,  Munitions  Bldg. 

Br.  1263 

The  Westchester,  4000 

7446 

Room  2058,  Munitions  Bldg, 

Br.  1182 

Cathedral  Ave.,NW. 

3823  Cathedral  Ave.,NW.... 

EM 

6527 

Room  2523,  Munitions  Bldg. 

Br.  1758 

1203  Holly  St • ••••••••  • 

RA 

5288 

Retired. 

3220  Connecticut  Ave.  ,NW.. 

CL 

0764 

Room  2627,  Munitions  Bldg. 

Br.  1312 

4000  Cathedral  Ave.,NW,... 

EM 

5926 

Retired 

1316  New  Hampshire  Ave.,NW. 

NO 

3152 

Army  Medical  School....... 

GE  1000 

7019  Georgia  Ave.,NV/ 

GE 

3685 

Room  2804,  Munitions  Bldg. 

Br.  1483 

2818  36th  Place,  NW 

EM 

7733 

Retired 

2400  16th  St. ,NW 

CO 

7200 

Room  2024,  Munitions  Bldg. 

Br.  1398 

2101  Connecticut  Ave,,NW.. 

DE 

6121 

Room  2514,  Munitions  Bldg. 

Br.  1758 

4422  Greenwich  Parkway  ,NW. 

m 

6058 

Room  1825 , Munitions  Bldg. 

Br.  1242 

5325  Reno  Road,  NW. ....... 

CL 

4266 

Alex. 

1245 

Fort  Washington,  Md. ...... 

Alex 

.1245 

Room  3736  , Muniti  ons  Bldg. 
Room  302,  Winder  Bldg..... 

Br.  1764 
Br.  1692 

R.F.D.  #2,  Herndon,  Va. ... 
The  Broadmoor,  3601 

CL 

6900 

RoomH-325,  Bldg.  E,  6th 

Br.  1065 

Connecticut  Ave.  ,NV/. 
1870  Wyoming  Ave.,NW 

DE 

1880 

St,  and  Adams  Drive ,SW. 
Retired 

1302  18th  St.,Wf 

PO 

6417 
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Spencer,  Theodore  K.  ,col. ,(Inf . ) 

Room  2415,  Munitions  Bldg. 

Br.  2294 

The  Kennedy-Warren,  3133 

CO 

5864 

N.G.B. 

Connecticut  Ave.,NW. 

Mrs.  Spencer. 

Sperry,  James  R. ,lt.ool. ,V,C. . . . 
Mrs.  Sperry. 

Fort  Myer,  Va 

WA  7580 

Fort  ^tyer  , Ve 

WA 

7580 

Springer,  Robert  M.,capt., 

Room  308,  Otis  Bldg.,  810 

Br.  1443 

1709  North  Adams  St., 

WA 

8851 

J •A»G*De 

18th  St.,NW. 

Arlington,  Va. 

Mrs.  Springer. 

Spruit,  Charles  B. ,lt.  col, ,M.C. . 

Room  1807,  Munitions  Bldg. 

Br,  1775 

Martinique  Hotel 

DI 

4150 

Mrs.  Spruit. 

Spry,  James  W.,capt.,A.C 

Room  2624,  Munitions  Bldg. 

Br.  1263 

3338  Military  Road,  NW.... 

CL 

8946 

Mrs.  Spry. 

Standlee,  Earle,  maJ,,M.C 

Room  3623,  Munitions  Bldg. 

Br.  2398 

705  Dahlia  St.,NW 

GE 

8816 

Mrs.  Standlee. 



Qrs.  3,  U.  S.  Soldiers' 
Home . 

AD 

9100 

Mrs.  Stanley. 

John  W- • 

Reti  red 

1702  North  Troy  St . , 
Colonial  Village, 

WA 

7700 

Mrs.  Stanley. 

Arlington,  Va. 

Stanley,  Oramel  H. ,lt.col. ,M.C. . 

Room  1147-A,  Munit  ions 

Br.  1272 

1505  Foxhall  Road,  NW 

m 

8949 

Mrs.  Stanley. 

Bldg. 

Starr,  Rupert  E. ,capt . ,C.A.C. . . . 

A.  W.  C 

NA  8772 

3512  35th  St.,NW 

m 

0264 

Mrs.  Starr. 

Steger,  John  0. ,col. ,A.O.D 

Room  1449,  Munitions  Bldg. 

Br.  1739 

The  Westchester,  4000 

CL 

4721 

Mrs.  Steger. 

Cathedral  Ava. ,NW. 

Steinkolk,  Frank  B. ,lt. col. ,V.C. 

Room  1804,  Munitions  Bldg. 

Br.  2295 

1803  37th  St. ,N.W 

CL 

8108 

Stepczyk,  Frank,  2d  lt,,M.A,C... 

W.  R.  G.  H, 

GE  1000 

Army  Medical  Canter 

GE 

1000 

Mrs.  Stepczyk, 

Sterrett,  Robert,  col. 5Q.M.C, . . . 

W.  Q.  M.  D.,  Room  24,  24th 

Br.  1102 

3673  Upton  St.,NW 

m 

1237 

Mrs.  Sterrett, 

and  M Sts. ,NW. 

’*‘Stetekluh,  George,  maj 

Room  3116,  Munitions  Bldg. 

Br.  2340 

1308  23d  St., South, 

JA 

1867-M 

Mrs,  Stetekluh, 

Arlington,  Va. 

*Stewart,  Frederick  W., It. col... 

Retired. 

The  Mendota,  2220  20th  St. 
NW. 

4415  q St.,NW 

Stodter,  Charles  S. ,capt . ,S.C. . . 
Mrs.  Stodter. 

NA  8772 

EM 

1919 

The  Highlands,  Connecticut 
Ave.  and  California  St., 
NW. 

Port  Myer,  Va.  • 

NO 

1240 

Mrs.  Stokes. 

Stokes,  Orville  N.,2d  lte,F«A... 

WA  7580 

WA 

7580 

1881  Newton  St.  ,NW 

AD 

3024-M 

Mrs.  Stone. 

Stout,  Roy  A.  ,lt.col.  ,D.C 

W.  R.  G.  H 

GE  1000 

Wardman  Park  Hotel 

CO 

2000 

, John  , ool  - 

Retired 

The  Kennedy-Warren,  3133 
Connecticut  Ave. ,NW. 

AD 

2137-J 

Mrs.  Straat. 

Strahm,  Victor  H. ,maj. , A. C 

A.  W.  C 

NA  8772 

The  Marlyn,  3000  39th  St., 

3546 

Mrs.  Strahm. 

NW. 

Stratemeyer,  George  E,, It. col., 

A.  W.  C 

NA  8772 

2914  29th  St.  ,NW 

CO 

3635 

AAV  « 

Mrs.  Stratemeyer. 

Streett,  St.  Clair,  maJ.(A.C.), 

Room  413,  Winder  Bldg 

Br.  1064 

406  Fairfax  Road,  Bethesda 

WI 

3662 

GaSaCa 

Md. 

Mrs.  Streett. 

Strohbehn,  Edward  L. ,capt . ,F.A. . 
Mrs.  Strohbehn. 

WA  7580 

Port:  Myer,  Va. ...........  . 

WA 

7580 

Strong,  George  V. , brig. gen. , 

Room  406,  Winder  Bldg 

Br.  1304 

3804  Fulton  St.,NW 

EM 

0920 

Asst.  C.  of  S. 

Mrs,  Strong. 

Strong,  Robert  W,  ,lt  a co3I. , (Cav, ) 

OaSaCa 

Br.  1612 

3227  Klingle  Road,  NW. .... 

CL 

2318 

Mrs.  Strong. 

Stuart,  LaHhett  L., It, col.. 

Room  418,  Winder  Bldg. .... 

Br.  1291 

3325  Quebec  Place,NW. . • . . , 

EM 

5182 

(GaAaCa ) ,GaSaCa 

Mrs.  Stuart. 

811  Maple  Lane,  Silver 
Spring,  Md, 

SH 

5293 

Mrs.  Sullivan. 

Sumners,  Owen,  maJ  , ,Inf 

A.  W.  C 

NA  8772 

The  Kennedy-Warren,  SI 33 

CO 

4978 

Mrs.  Summers. 

Connecticut  Ave. ,NW. 
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Sunderland,  Archibald  H.,maj. 

Room  3022 , Munitions  Bldg, 

Br.  2072 

2101  Connecticut  Ave.,NV;». 

NO 

3965 

gen. , C.  of  C.  A. 

Mrs.  Sunderland. 
Miss  Sunderland. 

Surles,  Alexander  D., It, col,. 

Room  229,  Dept,  of  State 

(Br.  1438). 

1542  44th  St.,NW. 

EM 

2081 

(C&v«) 

Bldg. 

(Br.  1425) 

Mrs.  Surles. 

Svihra,  Albert,  capt.,(F.A. ) 

Room  308,  Otis  Bldg,,  810 

Br.  1166 

510  Lee  Blvd. , Falls 

Falls  Ch. 

J.A.G.D. 

18th  st.,Nv;. 

Church,  Va. 

1738 

Mrs,  Svihra, 

*Swan,  Daniel  N. , It. col. ....... . 

Retired ................... 

The  Kennedy-Warren,  3133 
Connecticut  Ave,  ,NVf, 

AD 

3913 

Mrs.  Swan. 

Swift,  Ira  P. ,capt, ,Cav 

We  Ceeeeee*«**e««e4eee« 

NA  8772 

3518  34th  St.,NW 

EM 

5974 

Mrs.  Swift, 

Swindler,  Henry  0. ,maj. ,Inf..,,. 

Room  H-137,  Bldg,  E,  6th 

(DI  2200) 

3901  Connecticut  Ave.  ,NW.. 

CL 

6728 

Mrs.  Swindler. 

St.  and  Adams  Drive, SW. 

(Br.  315) 

♦Synmonds,  Charles  J. , brig. gen.. 
Mrs.  Symmonds. 

Retired 

209  Elm  St.,  Chevy  Chase, 
Md. 

WI 

3333 

Szllagyl,  Nicholas,  mj . , (Inf . ) , 

Room  2416,  Munitions  Bldg, 

Br,  1070 

3715  Ingoroar  St,,NW 

CL 

2618 

N.G.B, 

Mrs.  Szilagyl. 

Taber,  John  H. ,1  It.  ,M.C. 

Array  Medical  School..,..,. 

GE  1000 

1119  Fern  St.,NV/ 

GE 

4341 

Mrs.  Taber, 

T?prlft  • 

4917  47th  St.pNW ...... 

Temsey,  Patrick  H. ,capt. ,C.E. .. . 

Room  518,  District  Bldg... 

KA  6000 

1805  37th  St.  ’nW 

CL 

7576 

Mrs.  Tansey. 

Tats,  Ralph  H. ,capt. ,C.W.S 

Mrs.  Tate. 

A.  W.  C,...,. ,.... 

NA  8772 

CL 

2052 

Taylor,  Clarence  L. ,capt, ,V.C. ., 
Mrs.  Taylor. 

Fort  Myorj 

WA  7580 

Fort  My^r,  Vn..  ^ ^ « 

WA 

7580 

Taylor,  Galen  M. ,capt. ,0.D. ...«, 

Room  2526,  Munitions  Bldg. 

Br.  1758 

3826  Van  Ness  St. ,NW 

EM 

1420 

Mrs.  Taylor. 

♦T’pylm'j  Tnhn  P.  ^ ^ ^ ^ 

Pfttirpfd 

The  Kedrick,  1801  K St.,NVA 

DI 

8336 

Taylor,  Robert  L. ,capt, ,F.A,,... 
Mrs.  Taylor, 

WA  7580 

Fort  Myftr,  Vft.  ^ ^ 

WA 

7580 

*Taylor,  Sydney  W.,col 

KOt  i 3T0d  «ee«eeaeeeeee«e**e« 

LaSalle  Apartments,  1028 

ME 

2161 

Mrs.  Taylor  Morrison. 

Connecticut  Ave.,NW, 

Taylor,  Victor  V. ,lt.col, ,A.G.D. 

^e  We  Ceeoe4**9**eeeeee*#« 

HA  8772 

2644  South  Lynn  St. , 

JA 

1625-W 

Mrs.  Taylor. 

Arlington,  Va, 

Teale,  Willis  E.,maj.,C.E 

Room  2066,  Munitions  Bldg. 

Br,  1062 

4400  P St.  ,NW 

EM 

6836 

Mrs.  Teale. 

Tenney,  Clesen  H., It. col.  C.A.C. 

Room  242,  Dept,  of  State 

Br.  1076 

3820  Jocelyn  St.,NW 

CL 

1395 

Mrs.  Tenney. 

Miss  Ruth  C,  Tenney, 

Bldg. 

Terrell,  Henry,  Jr. , It. col. 

Room  417,  V/inder  Bldg.,.,. 

Br.  1148 

The  Kennedy-Warren,  3133 

AD 

7825 

(Inf.) ,G.S.C. 
Mrs.  Terrell. 

Connecticut  Ave. ,NW. 

Textor,  Gordon  E.  ,capt. ,C.E..... 

Walker  Johnson  Bldg, , 1734 

(DI  2310) 

Belle  Haven  Apartments, 

Alex. 

Mrs.  Textor. 

New  York  Ave,  ,NW, 

(Br.  653) 

Alexandria,  Va. 

2382-J 

1618  South  Arlington  Ridge 
Road,  Arlington,  Va, 

JA 

1898-J 

Mrs.  Thiessen. 

Thomas,  Alfred  R.,  Jr, , It. col,, 
M.C. 

Mrs.  Thomas. 

GE  1000 

4420  Volta  Place  ,NV? 

EM 

4804 

Thomas,  Elmer  G. ,maj. ,^.M.C..... 

Room  2336,  Munitions  Bldg. 

Br.  2154 

20  North  Hi^land  Ave. , 

WA 

1869 

Mrs.  Thomas. 

Arlington,  Va. 

Thomas,  Robert  S. ,col. ,C.E. .... . 

Room  1068,  Navy  Bldg. 

Br.  1747 

Residence-Accotink,  Va..,, 

Lor ton 

Mrs.  Thomas. 

Post  Of fi ce-Lorton , Va.  ... 

ll-F-32 

Thompson,  Arthur  H. ,capt. , M.C. .. 

Army  Medical  School 

GE  1000 

8407  16th  St.,NW.,  Silver 

SH 

5702-J 

Mrs.  Thonpson. 

Spring,  Bid. 

Thompson,  Arvo  T. ,capt. ,V.C. ...» 

Army  Veterinary  School..., 

GE  1000 

. 303  Baltimore  Avenue, 

SH 

4621 -W 

Mrs,  Thompson . 

Takoma  Park,  Md. 

Thompson,  Charles  F. , brig. gen... 

Room  217,  Dept,  of  Dtate 

Br.  1278 

2400  16th  St.  ,NW 

CO 

8713 

Mrs.  Thompson. 

Miss  Barbara  Thompson. 

Bldg. 

1853 

Thompson,  Ralph  M.  ,capt. ,M.C ... • 

Anoy  Medical  Museum..,..,. 

Br.  1811 

6416  9th  St.,NW 

GE 

Mrs.  Thompson. 

CO 

5611 

Thompson,  Richard  F.  ,lt.col.,DD. 

Room  1131,  Munitions  Bldg, 

Br,  1420 

3219  Adams  Mill  Road , NW, , 

Mrs,  Thompson. 
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Thome,  Frederic  H.  ,lt.col.  ,M.C. 
Mrs.  Thome. 

W.  K.  G.  ti. 

GE  1000 

1112  Stratton  Road,  Mont- 
gomery Hills,  Silver 
Spring,  Md. 

SH 

3420 -J 

Thornton,  Richard  B.,oapt., 

Q.M.C. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

The  Highlands,  1914 
Connecticut  Ave,,HW. 

NO 

1240 

Mrs.  Thornton. 

Mrs.  Katherine  B.  Thornton. 

Thornton,  Thomas  %ualfe,  It.ool* 
( Inf  • • ) ,G*S«C  • 

Room  2650,  Munitions  Bldg. 

Br.  1976 

1026  Connecticut  Ave.,NW.. 

ME 

SL61 

Tillman,  lohn  P. ,maj. ,F.D....... 

Room  1024,  Munitions  Bldg. 

Br.  1262 

3917  Benton  St.,NW 

EM 

6015 

Mrs.  Tillman. 

Timothy,  Patrick  H. ,capt. ,C.£... 

Room  2066,  Munitions  Bldg. 

Br.  2103 

1725  New  Hampshire  Ave,  ,N’,¥ 

DU 

6590 

Mrs.  Timothy. 

Tindall,  Richard  G. ,maj. ,Inf. ... 
Mrs.  Tindall. 

Room  3025,  Munitions  Bldg. 

Br.  1875 

520  North  Oakland  St., 
Arlington,  7a. 

WA 

1275-W 

Tinker,  Clarence  L., col., (It. 
col.)  ,(A.C.)  ,N.O.B. 

Room  2402,  Munitions  Bldg. 

Br.  1407 

3616  Albemarle  St., 
Arlington,  7a, 

WA 

7429 

Mrs.  Tinker. 

Tinley,  Philip  C.,2d  It.,  Inf... 
Mrs.  Tinley. 

Fort  Washington,  Md 

Alex. 

1245 

Fort  Washington,  Md 

Alex. 1245 

•Todd,  Henry  D. , Jr. ,maj.gen.... 
Mrs.  Todd. 

Retired.... 

The  Dresden,  2126  Connect- 
icut Ave.  ,NW. 

DU 

1841 

Todd,  William  A.,  Jr. ,capt. ,M.C. 
Mrs.  Todd. 

Army  Medical  School 

GE  1000 

7208  Blair  Road,  NW 

GE 

8128 

Tombaugh,  Paul  E.  ,lt.col. ,(Inf. , 

Room  415,  Winder  Bldg..... 

Br.  1123 

2929  Connecticut  Ave.,NW.. 

AD 

6500 

N«G«  fUeSe  ) 

Urs,  Tombau^, 

Torrey,  Daniel  H. ,lt.col. ,A.O.D. 
Mrsi  Torrey. 

Room  260,  Dept,  of  State 
Bldg, 

Br,  1949 

2800  35th  St.,NW 

CL 

5327 

Mrs.  Alice  Torrey  Griffith. 

Totten,  Jemes,  col. ,A.G.D. ...... 

Mrs.  Totten. 

Room  H-205,  Bldg,  E,  6th 
St.  and  Adans  DrlTe,SW. 

Br.  2128 

1870  Wyoming  Ave.,NW 

DE 

1880 

•Townsend,  Curtis  McD. , col..... 

Retired. .................. 

1801  K St.  ,NW 

DI 

8336 

Trapnell,  Thomas  J.  H. ,capt.,Ca% 
Mrs.  Trapnell. 

Fort  Myer,  7a... 

WA  7580 

Fort  lifyer,  7a. 

WA 

7580 

•Treat,  Charles  G. ,maj .gen...... 

Mrs.  Treat. 

Retired.  

1818  19th  St.,NW 

NO 

8248 

Gmnt  T- jOnl ^ ^ - 

PAti  TAd 

TTotAl  RahaavaI  t ^ ^ 

OE 

0800 

Mrs.  Trent. 

•Trlnder,  John  H. , It. col........ 

Mrs.  Trlnder. 

Retired 

The  Heatherlngton , 1421 
Massachusetts  Ave.,NW. 

RE 

6221 

Tripp,  Robert  C.,1  It. ,C.E...... 

Room  1068,  Nary  Bldg 

Br.  1746 

408  West  Howell  St. , 
Alexandria,  7a. 

Alex. 

439-R 

•Tschappat,  William  H. ,maj .gen. . 
Mrs.  Tschappat. 

Retired 

Great  Falls  St.  and  Kirby 
Road,  East  Falls  Church, 
7a. 

34  West  Kirke  St., Chevy 
Chase,  Md. 

Fells  Ch. 
221 

Turnbull,  Samuel  J.,col.,M.C.... 
Mrs.  Turnbull. 

George  Washington  Univer- 
sity. 

(ME  1930) 
(Br.  62) 

WI 

7178 

Miss  Helen  Denham  Turnbull. 
Miss  Betty  Turnbull. 

Turner,  Howard  M. ,capt.  ,A.C..... 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  D.  C 

AT 

8080 

•Turner,  Heeve,  It. col 

Mrs.  Turner. 

Retired 

5907  16th  St.,  North, 
Arlington,  7a. 

WA 

7679-E 

Twaddle,  Harry  L. ,lt.col. ,(Inf .) 

Room  324,  WiDdar  Bldg..... 

Br.  1003 

737  Allison  St.  ,NW 

GE 

3816 

G«3«C* 

Mrs.  Twaddle. 

Tyler,  Max  C. ,brlg.gan. ,Asst.  to 
the  C.  of  E. 

Room  2802,  Munitions  Bldg. 

Br.  2093 

Army  and  Navy  Club,  17th 
and  I Sts. ,NW. 

NA 

8400 

Tyner,  George  P. , brig. gen,  ,Asst. 
C.  of  S. 

Room  306,  Winder  Bldg 

Br.  1651 

1718  Hoban  Road,  NW. ...... 

CL 

4442 

Mrs.  Tyner, 

Tynes,  Achilles  L.  ,capt. ,M.C. ... 
Mrs.  Tynes. 

We  He  Ge  He  4 e • e • e e e e e e • e • • 

GE  1000 

903  Hifdiland  Drive, 
Silver  Spring,  Md, 

SH 

5177-W 

XTllo , 1 6UD08  ,col.  ,iV«G.iD.  • . . * « • 

Room  254,  Dept,  of  State 
Bldg. 

Br.  1140 

Array  and  Navy  Club,  17th 
and  I Sts. ,NW. 

NA 

8400 

Underwood,  Jean  R. ,lt.col,  ,7.C. . 

Army  7eterlnary  School,,.. 

GE  1000 

1200  Juniper  Bt. ,NW....... 

RA 

4119 

Mrs.  Underwood. 
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Ungethuam,  Walter  J. ,maj . ,C.W.S. 
Mrs.  Dngethuem. 

Dnmaeht,  George  F. ,maj . ,C.W.S. . . 
Mrs.  Unmacht. 

Upston,  John  E. ,roaJ.,A.C 

Mrs.  Upston. 

Usher,  George  L. ,maJ.,A.C 

Mrs.  Usher. 

Valliant,  Rigby  D., It. col., 

Q.M.C. 


Room  2535,  Munitions  Bldg 
Room  3510,  Munitions  Bldg 

A.  W.  C 

Rocan  2606,  Munitions  Bldg 
Room  3521,  Munitions  Bldg 


Br.  1758 
Br.  1454 

NA  8772 
Br.  1880 
Br.  1605 


217  Prospect  St., Chevy 
Chase,  Md. 

135  Glenbrook  Road, 

Battery  Park,  Bethesda, 
Md. 

3930  Connecticut  Ave.,NW. . 

Woodmont  Road,  Belle 
Haven,  Alexandria,  Va. 
Vienna,  Va 


WI  3479-R 
WI  7039 

CL  5334 

Alex. 

1659-J 

Vienna 

144 


Mrs.  Valliant. 

Vandenberg,  Hoyt  S.  ,capt . ,A.C. . . 

Mrs.  Vandenberg. 

Van  Deusai,  Edwin  S.  ,ma  J.  ,Q,.M.C. 
Mrs.  Van  Deusen. 

Mrs.  Enina  S.  Van  Deusen. 

Van  Vllet,  John  H.,Jr.,2d  It., 
Inf. 

Vaughan,  Harry  B. , Jr. ,maj . ,C.E. . 
Mrs.  Vaughan. 

♦Vedder,  Edward  B. ,col 

Mrs.  Vedder. 

Vedder,  Henry  C.,1  lt.,M.C 

Vigllone,  Francis  F. ,1  lt.,M.C.. 

Vinson,  Wilbur  H.,capt.,Inf 

Mrs,  Vinson. 

Violante,  Andre  L. ,capt. ,Q,M.C. . 
Mrs.  Violante. 

Von  Holtzendorff , John  D., It. col. 


A.  W.  C 

Rocsn  2535,  Munitions  Bldg 


Fort  Washington,  Md 

Room  2828,  Munitions  Bldg 

Retired 

Amy  Medical  School 

Army  Medical  School 

Room  2517,  Munitions  Bldg 

Room  2334,  Munitions  Bldg 

A.  W.  C 


NA  8772 
Br.  1758 


Alex. 

1245 
Br.  1292 


GE  1000 
GE  1000 
Br.  1758 

Br.  1414 

NA  8772 


Westchester  Apartments.... 

5521  Chevy  Chase  Parkway, 
NW. 

Fort  Washington,  Md 

4458  Q St.,NW 

1424  Van  Buren  St.,NW 

1424  Van  Buren  St.,NW 

7110  7th  St.,NW 

2701  Connecticut  Ave,  ,NW., 

3755  W St. ,NW 

2342  South  Meade  St., 


EM  0542 
CL  3768 


Alex. 

1245 
EM  6885 

GE  4262 

GE  4262 
RA  5010 
CO  10241 

EM  5384 

JA  1588 


F.A. 


Arlington,  Va. 


Mrs.  Von  Holtzendorff. 

Waddell,  Hugh  B.,capt.,Cav 

*Wade,  John  P.,col 

Mrs.  Wade. 

Wahl,  George  D. ,maj . ,F.A 

Mrs.  Wahl. 

Wainwrlght,  Jonathan  M. ,col., 
Cav. 

Mrs,  Wainwrlght. 

Walk,  Arthur  R,,maj.,Inf 

Mrs.  Walk. 

’•‘Walker,  Kenzie  W.,maj.gen 

Walker,  Samuel  P. ,capt.,Cav 

Mrs.  Walker. 

Mrs.  A.  M.  Buckner. 

Walker,  Walton  H. ,lt .col. , (Inf . ) 
G.S.C. 

Mrs.  Walker. 

Mrs.  Sam  S.  Walker. 

^Wallace,  William  B. ,col 

Mrs.  Wallace. 

Wellington,  Edward  C., It. col., 
C.W.S. 

Miss  Marjorie  Wellington. 

Wallis,  Luther  D.,capt.,Inf 

Mrs.  Wallis. 

Walsh,  Robert  LeG.  ,lt.  col.  ,A.C. . 
Mrs.  Walsh. 

Walsh,  Roland  F. ,lt .col. ,Q.M.C. . 
Mrs.  Walsh. 

Walson,  Charles  M. ,col. ,M.C 

Mrs.  Walson. 

Miss  Elizabeth  Walson. 

Walter,  Edward  H. ,capt. ,C.E 

Mrs,  Walter. 


Fort  Myer,  Va 

Retired 

Rocm  2524,  Munitions  Bldg. 

Fort  Ifyer,  Va 

A.  W.  C 

Retired 

A.  W.  C 

Rocm  412,  Winder  Bldg..... 

Retired 

Room  3052,  Munitions  Bldg. 

A.  W.  C 

Room  2535,  Munitions  Bldg. 
Room  2139,  Munitions  Bldg. 
Room  1813,  Munitions  Bldg. 

National  Guard  Armory,  6th 
St.  and  Pennsylvania 
Ave. ,NW. 


WA  7580 

Br.  1758 
WA  7580 

NA  8772 
NA  8772 


Fort  Myer  , Va 

U.  S.  Soldiers'  Home,  D.C. 

35  27  Quebec  St.,NW 

Fort  Myer ,Va 


2116  37th  St. ,NW 

2540  Massachusetts  Ave., 
NW. 

3133  Oliver  St.,NW 


Br.  1020 


2101  Connecticut  Ave.,NW. . 


Br.  2256 


224  Clark  St . , Northwood 
Park,  Silver  Spring,  Md. 
3545  Quebec  St.,NW 


NA  8772 
Br.  1758 


The  Kennedy-Warren,  3133 
Connecticut  Ave.  ,NW. 

2204  Decatur  Place,  NW. ... 


Br.  1141 


3030  Macomb  St.,NW 


Br.  1972 


3020  Tilden  St.,NW 


ME  5519 


814  Randolph  St.,NW 


WA 

AD 

7580 

9100 

EM 

1205 

WA 

7580 

m 

6989 

PO 

4238 

CL 

3923 

DU 

6327 

SH 

550 7- J 

CL 

3248 

CO 

1856 

NO 

1060 

CL 

• 0550 

CIj 

9002 

CO 

8607-W 
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Walters,  Elsmere  J.  ,capt.  ,Q,.M.C. 

Room  2337,  Munitions  Bldg. 

Br. 

1103 

1371  Hamilton  St.,NW 

RA 

3196 

Mrs.  Walters, 

Wanamaker,  William  W. ,capt. ,C ,E. 

Room  3B36,  Munitions  Bldg. 

Br. 

1315 

3714  Warren  St. ,NW., , , .. . 

. 

CL 

9139 

Mrs.  Wanamaker. 

Ward,  J.  Moultrie,  maj. ,Q.M.C... 

Room  2324,  Munitions  Bldg, 

Br. 

1429 

19  Vernon  Terrace,  Belle 

TE 

3831 

Mrs.  Edith  Lockwood. 

Haven,  Alexandria,  Va, 

Ward,  Orlando,  It.col. ,(F.A. ) 

Room  2650,  Munitions  Bldg, 

Br. 

1976 

3500  Macomb  St.,NW 

• 

EM 

5657 

G.S.C. 

Mrs.  Ward. 

Miss  Katharine  H.  V/ard, 

Warfield,  Augustus  B. , brig. gen. , 

Room  2010,  Munitions  Bldg. 

Br. 

1404 

106  South  Lee  St,  , Alex- 

Alex 

.3188 

Asst.  to  The  Q..M.G. 

andria,  Va. 

Mrs,  Warfield, 

Warren,  George  S. ,lt.col. , (maj . ) 

A.C. 

Mrs.  Warren. 

Room  2616,  Munitions  Bldg. 

Br. 

2259 

2601  36th  St.  ,N’/i.,.. 

• 

EM 

1164 

Warren,  Webster  H. , maj, ,C. A.C, . . 
Mrs.  Warren. 

Room  3208,  Munitions  Bldg. 

Br. 

2206 

4413  Volta  Place, NVJ 

CL 

1107 

Watson,  Edwin  M. , col. ,F.A, , Aide 

Room  219,  Dept,  of  State 

Br, 

i656 

The  Kennedy-Warren,  3133 

AD 

7318 

to  the  President, 

Bldg. 

Connecticut  Ave.,MW, 

Mrs.  Watson, 

3901  Connecticut  Ave,,NW, 

EM 

9306 

Mrs.  Watson. 

Rftti  r«d 

3464  Macomb  St. ,NW. .. . . . . 

EM 

3765 

Miss  Sarah  T.  Watson, 
Miss  Mary  T.  Watson. 

Watson,  James  T. , Jr. ,raaj . ,S.C. . 

Room  3030,  Munitions  Bldg, 

Br# 

2087 

3619  Van  Ness  St.,NW.,,.. 

• 

CL 

3363 

Mrs.  Watson. 

Watson,  Joel  F. ,maj . ,J.A.G.D,.., 

Room  606,  Otis  Bldg.,  810 

Br. 

1630 

1870  Wyoming  Ave, ,NW..... 

• 

DE 

1880 

Mrs,  Watson, 

18th  St.  ,NW. 

Watson,  Leroy  H. ,lt.col. ,(Inf. ) 

Room  420,  Winder  Bldg,,,,, 

Br. 

1829 

4519  Garrison  St.,NW 

# 

CL 

7274 

G.S.C. 

Mrs,  Watson, 

Miss  Peggy  Watson. 

Watt,  David  A. ,raaj . ,A.G.D 

Room  258,  Dept,  of  State 

Br. 

1359 

301  Woodland  Terrace, 

Alex 

.4359 

Mrs,  Watt, 

Bldg. 

Alexandria,  Va. 

Watts,  John  W. ,lt.col.  ,M.C«. ..  . . 

Room  1130,  Munitions  Bldg. 

Br. 

1427 

The  Westchester,  4000 

CL 

2188 

Mrs,  Watts, 

Cathedral  Ave.  ,NW, 

Weart,  Douglas  L, ,lt.col. ,C.E... 

A*  W* 

NA 

8772 

4424  q St. ,NW 

EM 

3714 

Mrs.  Weart. 

Weaver,  Joseph  U . ,capt • ,M.C 

Army  Medical  School 

GE 

1000 

404  Aspen  St.,NW 

GE 

5953 

Mrs.  Weaver, 

*Webh , Arthur  b- 

Rftt.i  rfld 

CO  3110-J 

Mrs.  Webb, 

Miss  Elinor  Webb. 

Webb,  William  C.,  Jr. , It. col., 

D.C. 

Mrs.  Webb. 

Room  1131,  Munitions  Bldg. 

Br, 

1420 

1432  Whittier  St.,NW..... 

• 

RA 

5686 

Webster,  Robert  M. ,maj . ,A.C..,.. 

Room  2621,  Munitions  Bldg, 

Br. 

1191 

Westchester  Apartments... 

• 

Mrs,  Webster. 

Weed,  Thomas  J.  ,capt.,Ci,M.C..... 

Room  2303,  Munitions  Bldg, 

Br. 

1051 

2121  New  York  Ave. ,NW..., 

• 

NA 

6850 

Mies  Thelma  M.  Weed, 

Weeks,  John  Arthur,  capt . ,(i.M.C, 

Room  2535,  Munitions  Bldg. 

Br. 

1758 

1521  44th  St.  ,NW 

• 

CL 

5823 

Mrs.  Weeks, 

Weeks,  Lawrence  B., It. col.. 

A*  W« 

NA 

8772 

3508  36th  St,,NW 

• 

KM 

5299 

C.A.C. 

Mrs,  V/eeks. 

Wehr,  Arthur  J.,maj.,S.C 

Room  2512,  Munitions  Bldg, 

Br. 

1758 

4104  Military  Road,  NW... 

EM 

5369 

Mrs.  Wehr. 

Miss  Patricia  R,  Wehr, 

Weible,  Walter  L. ,capt. , C.A.C... 

Room  2535,  Munitions  Bldg. 

Br. 

1758 

4701  Connecticut  Ave, ,NW, 

• 

EM 

7452 

Mrs,  Weible. 

Miss  Geraldine  M.  Weible. 

Weidner,  Edward,  It.col. ,M.C.,,. 

W.  R.  G.  H 

GE 

1000 

6707  Georgia  Ave. ,NW 

• 

GE 

0376 

■^Weinberg,  Max,  maj 

6207  14th  St.,NW 

GE 

4827 

Mrs.  Weinberg. 

Welch,  James  C.,capt.,Inf 

Fort  Wnshington, 

A1  fiT. 

Fort  Wnahinffton.  Md...... 

Alex, 

1245 

Mrs.  Welch, 

1245 
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Name,  rank,  arm  or  service 


Office  address  and  telephone 


T 1 FmnV  T.  * j f*nl  - 

Rfltlrod 

2220  20th  St.  ,NW.,...«,.,. 

Mrs.  Wells. 

Wells,  Paul  0.,1  lt.,M.C 

Army  Medical  School 

GE  1000 

318  East  West  Highway , 

WI 

4335-J 

Mrs.  Wells. 

Chevy  Chase,  Md, 

Wesson,  Charles  M. ,maj .gen. ,C. 

Room  3075,  Munitions  Bldg. 

Br.  1462 

2 East  West  Highway , Chevy 

WI 

6826 

of  0. 

Chase,  Md. 

Mrs,  Wesson. 

1750  Ifit.h  St, 

NO 

10474 

Parlcfii?  Uf . ,mn  j « . ^ ^ ^ ^ « 

Roti  T*ftd  - 

PO 

1122 

Mrs.  West. 

Westfall,  Chester  C. ,maj. ,Inf... 

University  of  Maryland, 

GR  3800 

15  Pine  St.,  College 

GR 

3031-J 

Mrs.  Westfall. 

College  Park,  Md. 

Heists,  Md. 

Miss  Jean  Westfall. 

Wetherill,  Richard,  col., Inf.... 

Room  3604,  Munitions  Bldg. 

Br.  1212 

3718  Mo  rid.  son  St,,NW.  ..... 

CL 

4194 

Mrs.  Wetherill. 

Whfil  ftn  , Horftrift  K-.,!  It,.  • ...f. 

Fort  Mynrp  Vn« 

WA  7580 

WA 

7580 

Mrs.  Whalen. 

Rftti  r Ad 

CL 

2494 

Mrs.  Wheeler. 

Miss  Mabel  G.  Seely. 

Wheeler,  Raymond  A. ,lt.col. ,C.S. 

Room  2850,  Munitions  Bldg. 

Br.  1431 

2230  California  St,,NW.... 

DU 

0134 

Mrs.  Wheeler. 

Tovmaftnd  p col. 

Rftt  ir  Ad 

3231  Garfield  St.  ,NV/ 

CL 

2459 

Mrs.  Whelen. 

Whipple,  Sherburne,  col.,A.G.D.» 

Room  258,  Dept,  of  State 

Br.  1593 

3131  North  Wakefield  St., 

WA 

6318 

Mrs,  Whipple, 

Bldg, 

Arlington,  Va. 

Miss  Sallie  B.  Whipple. 

’’Whippier,  Frederic  R.  ,1  It,.,.. 

Retired.. 

Arlington  Ridge  Hoad, 

Mrs,  Whippier. 

Arlington,  ^a. 

.John  C . ,1  t.cnl  . . ..  . .. 

Rfttirftd 

EM 

7275 

naeticut  Ave,,NW. 

^Whitftp  Andrew  pCol ......... .. 

Rftt1  rftd 

1631  Euclid  St.,NW 

CO 

8613 

Mrs.  White. 

Cl&.xid0  B*fX  It • pM«C • • • • • • 

Army  Medical  School....... 

GE  1000 

1117  Fern  St.,NW 

RA 

3408 

Rftt1  r«d  - 

Mrs,  White. 

Vi  lie,  Md. 

259 

White,  Miller  G. ,lt.col. ,(Inf . , 

Room  526 , Winder  Bldg 

Br.  1782 

3728  Van  Ness  St.,NW...... 

EM 

2898 

N.G.,U.S.),G.S.C. 

Mrs.  White. 

White,  Will  R.  ,niaj  . ,q.M.C 

Room  2336,  Munitions  Bldg. 

Br.  2036 

2802  Wisconsin  Ave. ,NW.... 

EM 

8205 

Mrs.  White. 

Miss  Mary  Ellen  White. 

White,  William  C.,1  lt.,M.C 

W*  H«  0* 

GE  1000 

7444  Georgia  Ave.  ,NW 

GE 

6808 

Mrs.  White. 

Whitehead,  Ennis  C. ,maj . ,(A.C. ) , 

Room  510,  Winder  Bldg 

Br.  1615 

4541  Lowell  St.,NW 

CL 

5973 

G.S.C. 

Mrs.  Whitehead, 

Whitlock,  Lester  J. ,maj. ,(F.A. ) , 

Room  Winder  Rldg.,-*-. 

Br,  1240 

5fi01  WAhrAfllTfl  Ava- ptJW- e * . 

CL 

1049 

G.S.C.  ’ 

Mrs.  Whitlock. 

Mrs.  Nichols, 

Whitmore,  Eugene  R.  ,ool. ....... 

Rat  i rftd 

2139  Wyoming  Ave.  ,NW.  ..  ... 

NO 

8246 

Mrs.  Whitmore. 

Whittaker,  Frank  L.  ,maj  . ,Cav. ... 

Room  3204,  Munitions  Bldg. 

Br.  2025 

3833  Military  Hoad,  NW.... 

CL 

6610 

Mrs.  Whittaker. 

Wickert,  Howard  T. ,lt.col. ,M.C,, 

Hoorn  1022,  Munitions  Bldg. 

Br.  1068 

6428  Lee  Hi^way,  Arling- 

WA 

6317-J 

Mrs.  Wickert. 

ton,  Va. 

Wickliffe,  Charles  A, ,maj . , 

Room  2411,  Munitions  Bldg. 

Br.  1647 

6323  Delaware  St.,  Chevy 

WI 

1415 

(J.A.G.D.),N.G.B. 

Chase , Md, 

Mrs.  Wickliffe. 

Wlldman,  Thomas  A. ,capt. ,M.C.... 

W*  R«  G* 

G®  1000 

4600  5th  St.  ,NW 

AD 

8403 

Mrs.  Wildman. 

*Wilhelm,  Olenn  P.^lt.  col...... 

Rfltlr  Ad ......................... 

JA 

1872 

Mrs.  Wilhelm. 

Arlington,  Va, 

Wilkes,  Burwell  B. ,capt . ,Inf.... 

Fort  Washington,  Md. ...... 

Ffirt.  inpt.nn  ^ Md«. 

Alex. 1245 

Mrs.  Wilkes. 

1245 

Residence  and  telephone 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  md  telephone 

Wilkinson,  William  E. ,capt. ,M.C. 

W«  R«  G*  ••••••••••••«• • 

GE  1000 

7440  Georgia  Ave.  ,NW 

GE 

4631 

Mrs.  Wilkinson. 

Williams,  Clark  B. ,1  lt.,M.C.... 

Amy  Medical  School 

GE  1000 

506  Tulip  Ave, , Takoma 

SH 

2264 

Mrs.  Williams. 

Park,  Md. 

425  Washington  Ave., 
Riverdale,  Md. 

Mrs.  Williams. 

265 

Williams,  John  F. ,col. ,(F.A., 

Room  2026,  Munitions  Bldg. 

Br.  1161 

The  Westchester,  3900 

CL 

3274 

N.G.,U.S.),N.G.B. 

Cathedral  Ave, ,NW, 

Mrs.  Williams. 

Williams,  Raymond  M. ,1  lt.,M.C.. 
Mrs.  Williams. 

Wfi  sh  i ngtOTi , Md 

Alex, 

TTnT*+.  Ingtnn  1 Md....... 

XI  AT  . 1 PAR 

PAt  1r  Ad 

1245 

3737  Massachusetts  Ave. , 
NW. 

CL 

5689 

♦WITH"  Arf!h  1 B H- ,mnj 

Mrs.  Willis, 

Willis,  William  D.  ,capt  . ,M.C*.«* 

Amy  Medical  School 

GE  1000 

6921  Georgia  Ave.,NW 

Mrs.  Willis. 

Wilson,  Arthur  R. ,maj. ,(F.A.) 

Room  436,  Dept,  of  State 

Br.  1524 

3105  33rd  Place ,NW 

EM 

6914 

G.S.C. 

Bldg. 

Mrs.  Wilson. 

Wilson,  William  L.,maJ. ,M.C...*. 

Room  2535,  Munitions  Bldg. 

Br.  1758 

3705  S St. ,NW 

m 

1711 

Mrs,  Wilson. 

^■iTnhftrly,  H ^ « 

Retired. .................. 

2108  16th  St.,NW 

Mrs.  Wimberly. 

W Inn  I Jsnios  *A«  ••••«•• 

WlnaXoWy  Y^lXXlam  R.  ^capt. 

WA  7580 

WA 

7580 

1860 

Room  2040,  Munitions  Bldg. 

Br.  1021 

3136  p’stl,NW 

WE 

Mrs.  Winslow. 

.Tohn  ,1 1 ^ ^ 

T?At1r  Ad 

The  Chastleton,  1701 
16th  St.  ,NW. 

NO 

10000 

Rftti r«d 

Army  and  Navy  Club,  17th 
and  I Sts.  ,NW. 

NA 

8400 

Witsell,  Edward  F., It. col,. 

Room  H-205,  Bldg.  E,  6th 

Br.  2123 

3707  33rd  Place  ,NW 

ai 

5806 

A.G.D. 

St.  and  Adams  Drive ,SW. 

Mrs.  Witsell. 

Miss  Barbara  D.  Witsell, 

Wolfe,  Henry  C.,capt.,C.E 

Room  2703,  Munitions  Bldg. 

Br.  1990 

3430  Quebec  St.,NW 

EM 

1376 

Mrs,  Wolfe. 

Mrs,  H,  M,  Wolfe. 

Wolfe,  Lloyd  R. ,maj. ,Q.M.C..... . 

Room  2535,  Mimltlons  Bldg. 

Br.  1758 

5617  32nd  St.,NW 

Bf 

8461 

Mrs.  Wolfe. 

RAtirpd  .......... 

The  Wyoming,  Columbia  Road 
and  California  St.,NW. 

DE 

3111-J 

Mrs,  Wolven. 

Wood,  Floyd  B.,1  lt.,A.C 

Bolling  Field,  D.  C 

AT  8080 

Bolling  Field,  0.  C 

AT 

8080 

Mrs.  Wood. 

Wood,  John  E.  ,maJ.,C.E 

Engineer  Reproduction 

NA  8772 

20XX  N St • pNW •«••••••••••• 

NO 

8480-J 

Plant,  A.W.C, 

Wood,  John  R. ,capt. ,M.C ....... •« 

Army  Medical  S(^ool....... 

GE  1000 

1307  Holly  St.  ,NW 

GE 

5573 

Mrs.  Wood. 

Wood,  Philip  S.  ,maj  , ,Inf.  , . . 

2115  C St.jNW 

Br,  1321 

2643  Woodley  Place ,HW 

AD 

3517 

Mrs,  Wood. 

Miss  Katharine  Wood. 

The  Mendota,  2220  20th  St, 
NW. 

NO 

6497-J 

Mrs.  Wood, 

Miss  Marjorie  Wood. 

Wood,  Walter  A.,  Jr. ,maj. ,(C.E. ) 
G .S  .C  . 

Mrs.  Wood. 

Mrs,  S.  J.  Dxuin. 

Woodberry,  John  H.  ,lt.col, 

Mrs,  Woodberry.  ♦ • • 

Room  301,  Winder  Bldg...., 

Br.  1952 

3500  36th  St.,NW 

CL 

8897 

Room  593 , Dept . of  State 

Br.  1555 

3SS9  QuqY)OC  • |NW «••••••• 

CL 

8547 

Bldg. 

Miss  Marguerite ’Woodberry. 
Miss  Bessie  Flint. 

Woodruff,  John  R. ,1  lt.,M.C..... 

Army  Medical  School....... 

GE  1000 

7444  Georgia  Ave.  ,NV/ 

Mrs.  Woodruff, 

Woodruff,  Roscoe  B., It. col., 
(Inf.)  .G.S.C. 

PooTn  TtP.O  ^ WlndAT  Ridg..... 

Br.  1328 

3547  Quebec  St.,NW 

CL 

0796 

Mrs.  Woodruff. 

Miss  Dorothy  Woodruff. 

’•VfindWftrd-  .Tr»Vif|  ^hrig^gAn  ^ 

PAti rAd . . 

2112  Bancroft  Place ,NW.... 

NO 

7715 

Mrs,  WoMward. ' 

Miss  Nancy  C.  Woodward. 
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Name,  rank,  arm  or  service 

Office  address  and  telephone 

Residence  and  telephone 

Woolnough,  James  B. ,col. ,Inf .... 

Room  3026,  Munitions  Bldg. 

Br.  1879 

2346  South  Nash  St . , 

JA  1545 

Mrs.  Woolnough. 

Arlington,  Va, 

, wmiftTTi  P.  jftnl  . ^ ^ ^ 

pAti  rAd 

PO  5440 

Mrs.  Wooten. 

m. 

*Wrlght , William  Mason,  maj.gen. 

Retired 

3028  q St. ,NW 

NO  6024 

tirs.  Wri^t. 

^ypAnt.  j WATiry  Pi.  ^ fiol  * ^ ^ ^ ^ ^ ^ ^ ^ 

CL  6437 

Mrs.  Wygant. 

pAtir  Ad 

'^ates,  Julian  E.,  Cb. ,(col. )... 

Retired.. 

3803  Huntington  St.,NW.... 

CL  2382 

Mrs.  Tates. 

Young,  Frank  W. , It. col. ,M.C..... 

Room  1147 , Munitions  Bldg. 

Br.  1455 

3124  Oliver  St.,NW 

CL  9013 

Mrs.  Young. 

Miss  Martha  R.  Yoimg. 

■ 

Miss  Alma  B.  Yoimg. 

FrAdATlfiV  , o.ol  ^ ^ ^ ^ 

pAt  1 rAd 

2400  16th  St. ,NW 

CO  7200 

Mrs.  Young. 

*Ynnnpj  OporgA  C . ^ OApt. « » . . ^ ^ . 

pAtlrAd 

7 PArk  VflllAy  Rood  ^ SIT  vat* 

SH  1698-W 

Mrs.  Young. 

Spring,  Md. 

Miss  Frances  0.  Young. 

Young,  Harry  H. , It. col.  ,{maj  .) , 

Room  104B,  Munitions  Bldg. 

Br.  1884 

5500  Edgemoor  Lane, 

WI  5593 

A.C. 

Bethesda,  Md. 

Mrs.  Young. 

♦Young,  Slrinny  H.  ,mB^ 

PAtlrAd 

3409  Woodley  Road,  NW..... 

EM  0865 

Birs.  Young. 

Miss  Janet  Young. 

Young,  William  C. ,lt.col. ,0.D. .. 

Room  2510,  B&inltions  Bldg. 

Br.  1302 

1847  Plymouth  St.,NW 

RA  4605 

Zalkan,  Oeorge,  1 lt.,M.C 

Army  Medical  School....... 

G®  1000 

6921  Georgia  Ave.  ,NW 

GE  7759 

Mrs.  Zalkan. 

Zuppann,  Lloyd,  maj.,lnf 

Howard  University.. 

(PO  4000) 

5727  Nebraska  Ave.,NW..... 

CL  0660 

Mrs.  Zuppamn. 

(Br.  244) 

Zvdcker,  Michael  H.  ,capt.  ,Q,.M.C. 

Room  2513,  Munitions  Bldg. 

Br.  1758 

Marlyn  Apartments,  3000 

m 7618 

Mrs.  Zvlcker. 

39th  St.  ,NW. 
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FOREIGN  MILITARY  AND  AIR  ATTACHES 


Military  Attaches 


Name  and  country 

Office  address  and  telephone 

Residence  and  teleihone 

Argentina 

1606  Corcoran  St.  KW 

NO 

0852 

Mayflower  Hotel 

DI 

Senora  de  Zanni. 

Brazil 

3007  Whitehaven  St.  NW. . . . 

PO 

1034 

2740  34th  St.  NW 

MI 

Senora  de  Bina  Machado. 

China 

Col.  Teh^-Chuan  Kuo: 

3129  Adams  Mill  Rd.  NW.... 

AD 

5984 

3129  Adams  Mill  Rd.  NW. . . . 

AD 

Assistant; 

MaJ.  Sin~Ju  Pu  Hsiao 

3129  Adams  Mill  Rd.  NW.... 

AD 

5984 

3129  Adams  Mill  Rd.  NW.... 

AD 

Madame  Hsiao. 

Colombia 

Lt.Col.  Eduardo  Leongomez ...... . 

1520  20th  St.  NW.. 

DE 

2746 

4923  Chevy  Chase  Blvd.  NW, 

WI 

Senora  de  Leongomez. 

Cuba 

2630  16th  St.  NW 

CO 

7984 

2400  16th  St.  NW 

CO 

Senora  de  Manilla. 

Ecuador 

Barr  Bldg.,  910  17th  St. 
NW. 

NA 

8954 

1026  16th  St.  NW 

Senora  de  Freile. 

France 

Lt.Col.  Pinmanuel  Lombard 

2000  Connecticut  Ave.  NW.. 

DE 

4700 

3006  32nd  St.  NW 

EM 

Madame  Lombard. 

Germany 

Lt.Gen.  Friedrich  von  Boetticher 

1439  Massachusetts  Ave.  NW 

DI 

4500 

3203  R St.  NW 

WE 

Frau  von  Boetticher. 

Great  Britain 

fin!  . V-  Rfiflirt- 

3100  hkssachusetts  Ave.  N\t 

DE 

1340 

ShriPAbAm  Hotel-...*-**.**. 

AD 

Hungary 

RnlftTirt  dfi  

1AP.4  Ifith  St*  

DU 

3800 

Madame  de  Utassy. 

Italy 

- 

firvl  - OoppnlA ^ 

IfiOl  Fiillsirr'  St.  NW 

AD 

6300 

2129  Wyoming  Ave,  NW...... 

DU 

Signora  Coppola  Viola. 

Japan 

Col.  Masafumi  Yamauti.. 

2311  Connecticut  Ave.  NW. . 

PO 

4800 

2311  Connecticut  Ave.  NW.. 

PO 

Assistants: 

MaJ.  Tomojiro  Honda 

2311  Connecticut  Ave.  NW.. 

PO 

4800 

2547  Waterside  Drive  NW... 

DE 

MaJ.  Yuzo  Matsushita 

2311  Connecticut  Ave.  NW.. 

PO 

4800 

2311  Connecticut  Ave.  NW. . 

PO 

MaJ.  Rlngo  Yamamoto 

2311  Connecticut  Ave.  NW. . 

PO 

4800 

2547  Waterside  Drive  NW... 

DE 

3000 

8042 

5984 

5984 

6951 

7200 


1680 


1138 


0700 


0968 


4800 


2767 

4800 

2767 
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Millteiry  Attaches 


Name  and  country 

Office  address  and  telephone 

Residence  and  telephone 

Mexico 

Col.Teofilo  Gonzalez  Jasso 

8839  16th  St.  NW 

CO  4914 

2651  36th  St.  NW 

AD  2159 

Senora  de  Gonzalez  Jasso. 

Assistants; 

Col,  Ricardo  Calderon. , 

8889  16th  St.  NW.... 

CO  4914 

1760  Euclid  St.  NW 

CO  7702 

Senora  de  Calderon. 

T.t. . R.  RATT.invTift 

8889  16th  St.  NW 

CO  4914 

430  Shepherd  St.  NW....... 

AD  9519 

Senora  de  Berzunza. 

Peru 

Col.  Ricardo  E.  Llona 

1300  16th  St.  NW 

PO  3404 

1300  16th  St.  N3T 

PO  3404 

Senora  de  Llona. 

Poland 

Lt.Col.  Andrzej  Chramlee, 

2640  16th  St.  NW 

AD  3800 

3005  34th  St.  NW 

IM  2911 

Madame  Chramlee. 

Union  of  Soviet  Socialist 

Republics 

Col,  Ivan  L,  Okunev  (Acting).,.. 

3518  Garfield  St.  NW 

CL  3116 

3518  Garfield  St.  NW 

a 3116 

Madame  Okunev. 

ME  0358 

Air  Attaches 

Argentina 

Col,  Pedro  Zannl 

IftOfi  CnT*fiOT*«T»  .Rt.  „ NW 

NO  0858 

DI  3000 

Senora  de  Eanni. 

Chile 

Squadron  Leader  Ismael  Sarasua., 

8154  Florida  Ave,  NW 

NO  0747 

2540  Massachusetts  Ave.  NW 

DE  6375 

Senora  de  Sarasua. 

France 

Lt.Col,  Rene  P.  G,  Welser 

8000  Connecticut  Ave.  NW, 

Madame  Welser. 

Apt . 413 

DE  3000 

RhnT»Aham  

AD  0700 

Germany 

Lt.  Gen.  Friedrich  von  Boettlcher 

1439  Massachusetts  Ave.  NW. 

DI  4500 

3203  R St.  NW. 

WE  1138 

Frau  von  Boettlcher, 

Great  Britain 

Group  Captain  Geo,  C,  Plrle,.,,. 

3100  Massachusetts  Ave.  NW. 

DE  1340 

3225  Highland  Place  NW.... 

CL  6536 

Mrs.  Plrle. 

Italy 

Col.  Vincenzo  Conpola.... 

1601  Puller  St.  NW 

AD  6300 

DU  0968 

Signora  Coppola  Viola. 

Poland 

Lt,  Col.  Andrzej  Chramlee..,,.., 

8640  16th  St.  NW. 

AD  3800 

3005  34th  St.  NW 

EM  2911 

Madame  Chramlee. 
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FAMILIES  OF  OFFICERS  OF  THE  AHiiY 


Name 


Aleshire,  Mrs.  James  B 

Allen,  Mrs.  Samuel  E 

Miss  Mary  de  la  Mesa 
Allen. 

Alvord,  Mrs.  Benjamin 

Andrews,  Miss  Katherine  T.. 

Andrus,  Mrs.  Edwin  P 

Augur,  Miss  Carrie  H 

Austin,  Mrs.  F.  T 

Avery,  Mrs.  Frank  P 

Axton,  Mrs.  John  T 

Miss  Matilda  F.  Aston. 
Beall,  Mrs.  Fielder  M.  M. . . 

Mrs.  Robert  C.  Talty. 
Bell,  Mrs.  James  Franklin.. 

Bigelow,  Mrs.  John 

Black,  Mrs.  Hanson  B 

Miss  Harriet  D.  Black. 
Miss  Mary  Briscoe  Black. 
Blue,  Mrs.  Harry  Newton.... 

Mrs.  Paul  G.  Garber. 
Boniface,  Mrs,  Isabella  M. . 

Mrs.  Arthur  J.  Pumfrey. 
Bonnycastle,  Mrs.  Henry  C.. 
Mrs.  Bonnycastle  Butts. 

Booth,  Mrs.  Alfred  J 

Mrs.  Stephen  W.  Roe. 

Borden,  Mrs.  William  C 

Miss  Ann  Carlin  Borden. 

Bowman,  Mrs.  A.  H 

Boyd,  Mrs.  R.  Earl 

Mrs.  Ellen  Parsons. 

Miss  Burdella  Boyd. 

Miss  Ruth  Boyd. 

Brennan,  Miss  Caroline 

Miss  Bso’rack. 

Bubb,  Miss  Clara  B... ...... 

Buffington,  Bflrs.  Ralph  M... 


Biirleigh,  Mrs.  John  J 

Miss  Marion  Burleigh. 
Mrs.  C.  Y.  Brownlee. 
Byrne,  Mrs.  Charles  L...... 

Carr,  Mrs.  D.  J 

Miss  Catherine  M.  Carr. 
Miss  Helen  M.  Carr. 

Carter,  Mrs,  Robert  D 

Mrs.  R.  J.  Jansen. 

Carter,  Mrs.  William  H 

Casey,  Mrs.  Thomas  L 

Chamber laine , Mrs.  Wm 

Miss  Frances  M.  Smith. 

Chase,  Mrs.  George  F 

Miss  Sully  T.  Chase. 
Miss  Nannie  Chase. 


Residence 


The  Highlands,  Connecticut 
Ave.  and  California  St.  NW. 
1338  Newton  St.  NE. 


3431  Porter  St.  NW. 

The  Westchester,  4000  Cathe- 
dral Ave.  NW. 

1921  Kalorama  Rd.  NW. 

2025  N St.  NW. 

The  Dresden,  2126  Connecti- 
cut Ave.  NW. 

Washington  Club,  1701  K St. 
NW. 

3179  Porter  St.  NW. 

6710  Brookvl lie  Rd . , Chevy 
Chase,  Md. 

The  Westmoreland,  2182 
California  St,  NW. 

1836  Jefferson  PI.  NW, 

2604  36th  PI.  NW. 


1210  18th  St,  NW. 

The  Highlands,  Connecticut 
Ave.  and  California  St,  NW. 
4824  Reno  Rd.  NW. 

2800  Connecticut  Ave.  Nw, 

2306  Tracy  PI.  Nw. 

1905  Kalorama  Rd.  NW. 

4619  16th  St.  N, , Arlington, 
Va. 


817  F St.  NW. 

The  Kenesaw,  16th  and  Irving 
Sts.  NW. 

3220  N.  Albemarle  St.,  Coun- 
try Club  Hills,  Cherrydale, 
Va. 

2122  California  St.  NW. 


3706  R St.  NW. 

The  Cordova  Apts.,  20th  St. 
and  Florida  Ave.  NW. 

3320  17th  St.  NW. 

2400  16th  St.  NW. 

The  Shoreham. 

2101  Connecticut  Ave,  NW. 

3814  Woodley  Rd.  NW. 


Name 


Clagett,  Miss  Louise  Living- 
ston  

Mrs.  Cornelia  Clagett 
Fuller. 

Clark,  Mrs.  Charles  C 

Clark,  Mrs.  Walter  L 

Miss  Ruth  Clark. 

Clarke,  Mrs.  Josejli  T 

Miss  Rose  L.  Clarke. 

Closson,  Miss  Olivia  T 

Coleman,  Mrs,  Sherrard 

Mrs.  L.  M.  Grant. 

Miss  Virginia  Coleman, 

Conner,  Mrs.  Henry  J 

Cook,  Mrs.  Seth  W. 

Miss  Marie  La  T.  Cook. 

Corbin,  Mrs.  Henry  C 

Craig,  Mrs.  Daniel  F 

Cralle,  Mrs.  G.  Maury 

Crawford,  Miss  Dolores  F. ., 

Crofton,  Miss  Gabrielle  J.. 

Curtis,  Mrs.  Frank  R 

Cushing,  Mrs.  Samuel  T 

Miss  Sarah  K.  Cushing. 

Daly,  Mrs.  Charles  P 

Daly,  Miss  Clara  J 

Miss  Catherine  E.  Mul- 
roy. 

Dapray,  Mrs.  John  A 

Davis,  Mrs.  Glenn  H 

Miss  Anna  J.  Davis. 
Davis,  Mrs.  Richmond  P. .... 
De  Laney,  Mrs.  Matthew  A... 

Mrs.  William  F,  Voltz. 

De  Witt,  Mrs.  Calvin 

Dickson,  Mrs.  Thomas  J 

Dowdy,  Mrs.  Robert  W 

Downey,  Mrs.  George  F 

Dunn,  Mrs.  Beverly  W 

Mrs,  Stella  Dunn  Fur- 
beck. 

Edwards,  Mrs.  Lynn  S 

Miss  Marian  Edwards. 
Eglin,  Mrs.  Frederick  I.... 
Miss  Harriet  J.  Eglin. 

Ellis,  Mrs.  Richard  T 

Enory,  Miss  Sarah  T........ 

Miss  Victoria  Etaory. 

Erck,  Mrs.  Alfred  H 

Erickson,  Mrs.  Hjalmar 

Ernst,  Mrs.  Oswald  H 

Everett,  Mrs.  George  T 

Finley,  Mrs.  Walter  L 

tes.  Thomas  B.  Dewees. 
Finn,  Mrs.  Matthew  js 


Residence 


Gunston  Hall  School,  1906 
Florida  Ave,  Nw, 

1910  Kalorama  Rd.  NW. 

1851  Columbia  RD.  NW. 

2715  31st  PI.  NW, 

2200  19th  St.  NW. 

4000  EaiTlson  St.  NW. 


1732  Park  Rd.  NW. 

1733  20th  St.  NW. 

8122  Massachusetts  Ave.  NW. 

c/o  Mrs,  Charles  J.  Wilder, 
4433  Klingle  St.  NW. 

The  Wyoming,  2022  Colum- 
bia Rd.  NW. 

The  Farnsboro,  8129  Flor- 
ida Ave.  NW. 

Schuyler  Arms,  1954  Co- 
lumbia Rd.  NW. 

1661  Crescent  PI.  NW. 

Woodley  Park  Towers,  8737 
Devonshire  PI.  NW. 

8038  F St.  NW. 

1440  Monroe  St.  NW. 


2700  Connecticut  Ave.  NW. 
The  Kenesaw,  16th  eind 
Irving  Sts.  NW. 

2914  33d  PI.  NW. 

2230  California  St.  NW. 

The  Westmoreland,  2122 
California  St.  W. 

The  Kenesaw,  16th  and 
Irving  Sts,  NW. 

2308  Ashmead  PI.  NW. 

2112  LeRoy  PI.  NW, 
Shoreham  Hotel. 


The  Tabard  Inn,  1739  N St. 
NW. 

Kew  Gardens,  2700  Q St.  NW. 

1150  Connect ict  Ave.  NW. 
1213  17th  St.  NW. 

4434  Volta  PI.  NW. 

410  Cedar  St.  NW. 

1524  18th  St.  NW. 

2900  Connecticut  Ave.  NW. 
2704  Ontario  Rd.  NW. 

2234  Decatur  PI.  HVl.  ' 
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Naoie 


Residence 


Name 


Residence 


Fisher,  Mrs.  Ronald  E 

Miss  Marion  D.  Fisher. 
Fleming,  Mrs.  Lawrence  J... 

Foote,  Mrs.  Stephen  M 

Mrs.  Beale  Bloomer. 
French,  Mrs.  John  T.,  Jr... 

Fuller,  Mrs.  Lawson  M 

Gapen,  Mrs.  Nelson 

Gaston,  Mrs.  Joseph  A 

Gautier,  Mrs.  Claude  V 

Miss  Mary  Gautier. 
Gilliss,  Mies  Helen 

Godfrey,  Miss  Mary 

Goldman,  Mrs.  Henrj'  J 

Miss  Jane  Elizabeth 
Goldman. 

Gorham,  Miss  Adele  L 

Mrs,  Gorham  Smith. 

Mrs.  George  H,  Gorham. 
Greble,  Mrs.  Edwin  St.  John 

Greely,  Miss  Rose 

Griffin,  Mrs.  Gerald  E 

Mrs.  L.  G.  Lawrence. 
Mrs.  W.  A.  Lawrence. 
Grimes , Mr s . George  M. . , . . . 

Guest,  Mrs.  John.. 

Haines,  Miss  Alida  A 

Halleclc,  Mrs.  Nellie  T..... 

Hanley,  Mrs.  John  L 

Hanson,  Mrs.  Thanas  G 

Harrell,  Mrs.  George  H. .... 
Mrs.  Lillian  H.  Ehiith. 
Miss  Anna  Belle  Hairrell. 
Miss  Marie  L.  Smith. 
Harrison,  Mrs.  George  R. ... 
Miss  Dorothy  Harrison. 

Harter,  Mrs.  Paul  L 

Mrs.  Thomas  0.  Miller. 

Hasson,  Miss  Esther  V 

Hawkins,  Miss  Harriet  S.,.. 
Mrs.  Robert  L.  Howze, 

Hayes,  Mrs.  Jack..... 

Hazzard,  Miss  Margaretta  L. 

Heiberg,  Mrs.  Elvln  R 

Mrs.  Harrison  H.  Dodge. 
Miss  Carolyn  McLean 
Walker, 

Heiner,  Miss  Edith  N....... 

Henry,  Mrs.  Hoy  0 

Hickey,  Mrs.  Joseph  H 

Holley,  Mrs.  G.  M 

Miss  Leila  Holley. 

Hoxie,  Mrs.  Richard  L 

Mrs.  Robert  C.  SherrilL 

Hunt,  Mrs.  Irvin  L 

Hunt,  Miss  Julia  H 

Hunt,  Miss  Metrla  B., 

Hunter,  Mrs.  J.  Herbert,.,. 
Ingram,  Mrs.  Ralph  E 

Irwin,  Mrs.  George  LeR 

Jadwin,  Mrs.  Edgar 


2274  Cathedral  Ave.  NW. 

2127  California  St.  NW. 

2008  Hillyer  PI.  N\f. 

3307  q St.  NW. 

2212  Cathedral  Ave.  NW. 

4511  17th  St.  NW. 

2122  California  St.  NW. 

2119  Observatory  PI.  NW. 

1108  Prince  St.,  Alexandria, 
Va. 

The  Harwill,  1835  K St.  NW. 
2900  Connecticut  Ave.  NW. 


2107  S St.  NW. 


1822  Jefferson  PI.  NW. 
3131  0 St.  NW. 

1508  Underwood  St.  NW. 


Schuyler  Arms,  1954  Colum- 
bia Rd.  NW. 

The  Highlands,  Connecticut 
Ave.  and  California  St.  NW. 
The  Kenesaw,  16th  and 
Irving  Sts.  NW. 

2221  Hall  PI.  NW. 

3700  Massachusetts  Ave,  NW. 
Hotel  Powhatan. 

131  Jefferson  St.  NW. 


The  Marlborough,  917  18th 
St.  NW, 

The  Calverton,  1673  Colum- 
bia Rd.  NW. 

1208  Geranium  St.  NW. 

2135  P St.  NW. 

2301  Connecticut  Ave.  NW. 
Stoneleigh  Court,  Connecti- 
cut Ave.  and  L St.  NW. 

2016  R St.  NW. 


2119  0 St.  NW. 

2715  31st  PI.  NW. 

Army  and  Navy  Country  Club, 
Arlington,  Va. 

3707  Woodley  Rd.  NW. 

3401  Macomb  St.  NW. 

4402  Q St.  NW. 

Hotel  Martinque,  1211  16th 
St.  NW. 

2015  N St.  NW. 

2807  Connecticut  Ave,  NW. 
The  Ontario,  Ontario  Rd. 
and  18th  St.  NW. 

2126  Connecticut Ave,  NW. 
2540  Massachusetts  Ave.  NW. 


Jewell,  Mrs.  Frank  C 

Miss  Bobby  Jewell, 

Mrs.  M.  F.  Mosby. 

Jewett,  Mrs.  Henry  C 

Mrs.  Thomas  W.  Cooke. 

Jones,  Mrs.  Ivens 

Miss  Eleanor  Jones, 

Miss  Betty  W.  Jones. 
Jones,  Miss  Katharine  Lee.. 

Kelton,  Mrs.  John  C 

Miss  Mary  Adelaide 
Kelton. 

Kelton,  Mrs.  Robert  H.  C... 
Mrs,  George  E.  Wills. 

Kessler,  Mrs,  Percy  M 

Mrs,  Kessler  Hays, 
Kingsbury,  Mrs,  Henry  P. ... 

Kitts,  Mrs.  W.  P..... 

Lanham,  Mrs,  Charles  L..... 
Leet,  Miss  Mary 

Lemmond,  Mrs.  William  W.... 

Lewis,  Mrs.  Evan  E. ....... . 

Lilley,  Mrs.  Helen  J 

Lissak,  Mrs,  Ormond  M 

Lochridge,  Mrs.  P.  D 

Long,  Miss  Enily  F 

Mrs.  Wm.  du  Val  Brown., 

Lowell,  Mrs.  Delmar  R 

Miss  May  I.  Lowell. 

Luberoff,  Mrs.  George 

Miss  Dorothy  White. 

Mackall,  Mrs.  Samuel  T 

Mrs.  P.  M.  B.  Travis. 
Maconb,  Mrs.  Augustus  C. ... 
Macomb,  Miss  Christina  L... 

Miss  Nannie  R.  Macomb. 
Maish,  Mrs.  Alexander  W.... 

Martin,  Mrs.  Alice  F 

Miss  Catherine  Martin. 
Miss  Elizabeth  Martin. 
Martin,  Mrs.  John  T 

Mason,  Mrs,  Roger  0 

McAndrew,  Mrs.  James  W 

McAndrews,  Mrs.  Joseph  R, .. 
Miss  Edna-Betty  Mc- 
Andrews. 

McBroom,  Mrs.  Walter  S. . . . . 
McCammon,  Mrs.  Edward  E.... 

McCorkle,  Mrs.  C.  M 

Mrs,  Anabel  McCorkle 
Kirk. 

McKibbin,  Miss  Bessie  S. ... 

McNiel,  Mrs.  Jacob  R 

Mrs.  Thomas  H.  Hum- 
phreys . 

Miss  Margaret  Hum- 
phreys. 

Miss  Dorothy  Hum- 
phreys. 

Miller,  Mrs.  A..* 

Miller,  Mrs.  Edward  Y 


120  E,  Bradley  Lane,  Chevy 
Chase,  Md. 

1235  Massachusetts  Ave.  NW. 

The  Cordova,  Florida  Ave. 
and  20th  St.  NW. 

The  Chateau  Thierry,  1920 
S St.  NW. 

1827  Kalorama  Rd.  NW. 


Florence  Court , West , 2205 
California  St.  NW. 

2401  Calvert  St,  NW. 

The  St.  Nicholas,  2230 
California  St.  W{. 

Fort  Humphreys,  D.  C. 

3133  Connecticut  Ave.  NW. 

100  Raymond  St . , Chevy 
Chase,  Md. 

1645  Harvard  St,  NW. 

1700  T St.  NW. 

Garden  Towers,  2325  15th 
St.  NW. 

The  Westmoreland,  2122 
California  St,  NW. 

1316  New  Hampshire  Ave.  NW. 

3030  University  Terrace, 
Chain  Bridge  Rd. 

2838  27th  St.  NW. 

1725  New  Hampshire  Ave.  NW. 

1940  Biltmore  St.  NW. 

3415  Massachusetts  Ave.  NW. 

1748  P St.  NW. 

4355  Klingle  St.  NW. 

Wardman  Park  Hotel. 


6 Grafton  St.,  Chevy  Chase, 
Md. 

Dodge  Hotel,  20  E St.  NW. 
2400  16th  St.  NW. 

4007  Connecticut  Ave.  NW. 


3301  Highland  PI.  NW. 

The  Kennedy  Warren,  3133 
Connecticut  Ave.  NW. 

2700  Connecticut  Ave.  NW. 


The  Schuyler  Arms,  1954 
Columbia  Rd.  NW. 

2024  1st  St.  NW. 


2200  19th  St.  NW. 

The  Westmoreland,  2122 
California  St.  NW. 
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Name 


Miller,  Mrs.  John 

Miss  Kate  V,  Dante. 
Miss  Louise  M.  Dante. 

Mims,  Mrs,  Martin  D. 

Miner,  Mrs,  Harold  E 

Montgomery,  Mrs.  William 

Penn 

Miss  Lott  Johnstone. 
Moore,  Mrs.  James  T 


Morris,  Mrs.  Roy  T 

Mosher,  Mrs.  Theodore 

Muncaster,  Mrs.  John  H 

Munroe,  Mrs.  John  E 

Murphy,  Mrs.  Daniel  E. ..... 

Murphy,  Mrs.  Truman  0 

Nichols,  Mira.  Henry  J 

Miss  Mary  D,  Nichols. 

Nicholson,  Mrs.  W.  J 

Mrs.  Herbert  Crean. 

Miss  Helen  Nicholson 
Crean. 

Nixon,  Mrs.  Courtland 

Noble,  Mrs.  Chao'les  H 

Mrs.  Palmer  Cao'ey. 

Norman,  Jfrs.  Traber 

Novak,  Mrs.  Martin  P 

Nye,  Mrs.  Frank  E 

Ord,  Mrs.  James  Basevi,.... 
Miss  Letitia  Howell  Ord. 

Ord,  Mrs.  Jaaneo  C 

Mrs.  Ord  Alexander. 

O'Shea,  Mrs,  John 

Miss  Louise  O'Shea. 

Miss  Margaret  Todd 
O'Shea. 

Ovenshine,  Miss  Sallle  Y. .. 

Owen,  Mrs.  William  0 

lilrs.  W.  0.  C.  Owen, 

Miss  Una  Owen. 

Parker,  Mrs.  Clyde  B 

Parker,  Mrs,  Henry  Wistar. . 
Patterson,  Mrs,  Edwin  W.... 

Pendleton,  Miss  Anne'’S 

Perry,  Miss  Mabel 

Mrs.  I.  H.  Espy. 

Miss  Clara  G.  Perry. 

Pettus,  Mrs.  Harry  L,. 

Mrs.  E.  M,  Robinson. 
Miss  Bessie  Robinson. 

Phipps,  Miss  Anita  E. 

Miss  Allen  Nash. 

Pick,  Mrs.  Walter  H 

Poe,  Miss  Betty  C 


Porter,  Mrs.  Ralph  S 

Pov/ell,  Mrs.  Theodore  F..,. 
Power,  Mrs,  E,  Oimionde . . . . . 
Purssell,  Mrs.  Benjamin  M.. 
Mrs.  John  V.  Purssell. 


Residence 


3315  16th  St.  NW. 


3114  38th  St,  NV;. 

1729  q St.  NW, 

1700  T St.  NVJ. 

The  Highlands,  Connecticut 
Ave.  and  California  St, 
NW. 

2844  V/isconsin  Ave.  NW. 

The  Dupont,  1717  20th  St. 
Nli'f. 

3220  Connecticut  Ave.  NV/. 
The  Westchester,  4000 
Cathedral  Ave,  NW. 

The  Cordova,  20th  St.  and 
Florida  Ave.  NV/. 

Brighton  Hotel. 

The  Kenesaw,  16th  and 
Irving  Sts.  NW. 

Montana  Apts.,  1726  M St. 
NW. 


2901  Q St.  NW. 

1882  Columbia  Rd.  NW. 

1722  19th  St.  NW. 

531  Park  Lane,  Bethesda, 
Md. 

Pelhsm  Courts,  2115  P St. 
NW. 

The  Kennedy  Warren , 3133 
Connecticut  Ave.  NW. 

2627  Adams  Mill  Rd.  Wh 

101  E,  Underwood  St., 
Chevy  Chase,  Md. 


1835  Phelps  PI.  NW, 
2719  Ontario  Rd.  NW. 


2115  P St.  NW. 

3420  16th  St.  NW. 

1316  16th  St.  NW, 

1919  Biltmore  St.  NW. 

The  Wyoming,  Columbia  Rd. 
and  California  St.  NW, 

The  Westmoreland,  2122 
California  St.  W, 

3023  P St.  NW. 

4412  Reservoir  Rd.  NW. 
o/o  Mrs,  Henry  Fitzhugh, 
"Sulgrave  Club",  1801 
Massachusetts  Ave.  NW. 
206  Cedar  Ave.,  Teikoma 
Park,  Md. 

1428  R St.  NW. 

1911  R St.  NW. 

215  Wooton  Ave,,  Chevy 
Chase  station,  D.  C. 


Name 


Ralston,  Mrs.  Robert  R 

Miss  Elizabeth  M,  Ral- 
ston. 

Read,  Mrs.  George  W 

Rivers,  Mrs,  Tyree  R 

Miss  Myra  Rivers, 

Robinson,  Mrs.  Wirt 

Miss  Evelyn  B.  Robinson. 

Rockwell,  Miss  Helen  3 

Roder,  Mrs.  John  W 

Miss  Marie  C.  Roder. 
Miss  Ellen  S,  Roder, 
Romeyn,  Miss  Nina  G........ 

Ross,  Mrs.  C.  A 

Miss  Marion  Ross. 

Rumbough,  Mrs.  David  J 

Miss  Blanche  H.  Stanley. 
Sampson,  Mrs.  Odiome  H.... 
Miss  Margaret  L.  Samp- 
son. 

Miss  Justine  W.  Samp- 
son. 

Mrs.  L.  M.  Ware. 

Scherer,  Mrs,  Louis  C 

Sohindel,  hfrs.  S.  J,  Bayard 

Scott,  Miss  Martha  H 

Seoane,  Mrs.  Consuelo  A.... 

Shaffer,  Mrs,  Pearl  M 

Shattuck,  Mrs.  Amos  B 

Mrs,  Charles  H.  Sleeper. 

Sheridan,  Miss  Mary 

Miss  Irene  Sheridan. 
Miss  Louise  Sheridan. 
Simmons,  Mrs.  Benjamin  T... 
Simms,  Mrs.  Lyman  L........ 

Miss  Margaret  Siimns. 

Mrs.  Louise  W.  Endsley. 

Slocum,  Mrs.  Herbert  J 

^Ith,  Mrs.  Chester  H. .... . 

Mrs.  Hugh  Waters. 

Smith,  Miss  Frances  M...... 

Snlffen,  Mrs.  Culver  C 

Mrs.  Walter  P.  Plumley. 
Stackhouse,  Miss  Bobette... 
Stark,  Mrs.  Alexander  N.... 
Stewart,  Miss  Florence  P... 

Stone,  Mrs.  John  H 

Miss  Marla  F.  Stone. 
Stuart,  Mrs.  Edward  A 

Sutherland , Miss  Lucy. ..... 

Miss  Katharine  Suther- 
land. 

Miss  Agnes  Sutherland. 
Sydenham,  Mrs.  Alvin  H 

Taylor,  Mrs.  Harry.... 

Taylor,  Mrs,  Richard  T,.... 

Miss  Polly  Taylor. 
Taylor,  Mrs.  William 

Tebbetts,  Mrs.  Harry  H. .... 
Miss  Dorothy  Tebbetts, 

Thorp,  Mrs,  Frank,  Jr 

Townsend,  Mrs,  Edwin  F 


Residence 


The  Brigliton,  2123  Cali- 
fornia St.  M. 

Hotel  Martinique,  1211 
16th  St.  NW. 

The  Pent illy,  1812  K St. 
NW. 

The  Shoreham.  ’ 

3026  P St.  NV/. 

1316  New  Hampshire  Ave.  NW. 


The  Portsmouth,  1735  New 
Hampshire  Ave.  NV/, 

The  Kennedy-Warren , 3133 
Connecticut  Ave.  NW. 

18.70  Wyoming  Ave.  NW. 

2733  Connecticut  Ave,  NW. 


1703  New  York  Ave,  NW, 

The  Dupont  Circle,  Connect- 
icut Ave,  and  19th  St,  NW. 
The  Blaekstone  Hotel. 

2819  q St.  NW. 

2400  16th  St.  NW. 

1548  44th  St.  NW. 

2211  Massachusetts  Ave.  NW. 


2400  16th  St.  NW. 

1208  ueranium  St.  NW. 


2131  R St.  M. 

6904  Brookeville  Rd. , Chevy 
Chase,  Md. 

2101  Connecticut  Ave.  NW. 
The  Ontario,  2853  Ontario 
Rd.  NW. 

1762  Columbia  Rd.  NW. 

The  Shoreham. 

1712  Q St,  NW. 

2807  Connecticut  Ave.'  NW. 

The  Broadmoor,  3601  Con- 
necticut Ave.  NW. 

The  Westmoreland,  2122 
California  St'.  NW. 


Florence  Court  East,  2153 
California  St.  NW. 

1931  S St.  NW. 

1707  Columbia  Rd.  NW. 

Schuyler  Arms,  1954  Colum- 
bia Rd.  NW. 

3060  16th  St.  NW. 

2129  18th  St.  NW. 

1910  Kalorama  Rd.  NW. 
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N^e 

Residence 

Name 

Residence 

Townsley,  Miss  Marian  P.... 

The  Dresden,  2126  Connect- 
icut Are.  NW, 

Westover,  Mrs.  Oscar....... 

The  Kennedy  Wairren,  3133 
Connecticut  Ave.  NW, 

Trout j Mrs.  Harry  G. 

Mrs,  Charles  J.  Watts. 

Wahl,  Mrs.  Lutz 

Miss  Gretchen  Wahl. 

Miss  Fenella  Castanedo. 

1717  20th  St.  NW. 

2725  Connecticut  Ave.  NW. 

Wilcox,  Miss  F.  Elizabeth. , 
Wilder,  Mrs,  Stuart  G...... 

Mrs.  Chas.  J.  Wilder, 
Wilkins,  Mrs.  Roland 

1841  California  St.  NW. 
4433  K1 ingle  St.  NW. 

Fairfax  Hotel,  2100  Massa- 
chusetts Ave.  NW, 

Wallace,  Mrs.  John  Robert.. 
Miss  Helen  Jennette 
Wallace. 

Mies  Margaret  Wallace. 

4905  Battery  Lane,  Bethes- 
da,  Md. 

Wllloox,  Mrs.  Charles 

Miss  Caroline  D.  Will- 
cox. 

Williams,  Mrs,  Charles  R. . . 

2715  q St.  NW. 

1661  Crescent  PI.  m. 

Walton,  Mrs,  Edward  S 

Mrs.  Ella  M.  Wheeler. 

2540  Massachusetts  Ave.  NW, 

V/illis,  Mrs,  James  A. 

Miss  Margaret  Willis. 

The  Schuyler  Aims,  1954 
Columbia  Rd.  NW. 

Webster,  Mrs,  Edmund  Kirby, 
Miss  Frances  M,  Web- 

The  Highlands,  Connecticut 
Ave.  and  California  St, 

Wills,  Miss  Bell 

The  Bancroft,  1627  19th 
St,  NW. 

ster. 

NW, 

'Wilson,  Mrs.  William  P. .... 

3621  Newark  St.  NW, 

Weeks,  Mrs,  Edwin 

The  Brighton,  2123  Cali- 
fornia St,  NW. 

Wolf,  ^s.  Hilas  A. 

Wolfe,  Mrs.  Edith.......... 

!fay flower  Hotel. 

2900  Connecticut  Ave.  NW. 

Weisel,  Miss  Harriet  I...., 

1627  19th  St.  NW. 

Wood,  Mrs.  Rachel  Forbuah.. 

1420  35th  St.  NW. 

Wessells,  Miss  Eliza  Lane.. 

1832  Belmont  Rd.  NW, 

Wood,  !4rs.  Winthrop  S...... 

2187  California  St.  NW. 

Western,  Mrs.  Maud  Stanton. 

The  Gordon  Hotel,  916  16th 
St.  NW. 

Woodward,  Miss  Sarah  E..... 
Wotherspoon,  Mrs.  Wm.  W..., 

1413  20th  St,  W, 
1511  80th  St,  NW. 
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CIVILIAN  ADMINISTRATIVE  AND  EXECUTIVE  ASSISTANTS,  WAR  DEPARTMENT 


Name 

Office  address  and  telephone 

Residence  and  telephone 

John  W.  Martyn,  Administrative 
Assistant. 

Raymond  M,  Martyn. 

Room  231,  Dept,  of  State 
Bldg. 

Br.  1000 

2901  34th  St.  NW 

CL  2556 

Charles  W.  Koester,  Executive 
Assistant. 

Room  231,  Dept,  of  State 
Bldg. 

Br.  1000 

The  Mayflower 

DI  3000 

Frank  M.  Hoadley,  Assistant 
Chief  Clerk. 

Mrs.  Hoadley. 

Room  232,  Dept,  of  State 
Bldg. 

Br.  2003 

28  W.  Kirke  St.,  Chevy 
Chase,  Md. 

WI  3274 

William  D.  Searle,  Chief, 
Civilian  Personnel  Division. 
Mrs.  Searle. 

Room  290,  Dept,  of  State 
Bldg. 

Br.  1041 

3036  KLingle  Rd.  NW 

aD  5265 

Frank  B.  Boum,  Chief,  Sup- 
plies and  Accounts  Division. 
Miss  Elizabeth  Bourn. 

Room  1241,  Munitions  Bldg. 

Br,  2005 

3777  Oliver  St.  NW 

CL  8518 

Herbert  F.  Statesir,  Chief 
Clerk,  G.S. 

Mrs.  Statesir. 

Rocm  333,  Dept,  of  State 
Bldg. 

Br.  1681 

3015  South  Dakota  Ave.  NE. 

DE  3542-W 

Jesse  H,  Powell,  Administra- 
tive Assistant,  The  A.  G.  0. 
Mrs.  Powrell. 

Room  255,  Dept.  of  State 
Bldg. 

Br.  2061 

2238  Hall  PI.  NW 

CL  5483 

Leon  B.  Hord,  Deputy  Admin- 
istrative Assistant,  The 

A.  G.  0. 

Mrs.  Hord. 

Room  255,  Dept,  of  State 
Bldg. 

Br.  2061 

3121  Adams  Mill  Rd 

AD  8743 

Ben  Hill  Simmons,  Chief  Clerk, 

I.  G.  0. 

Mrs.  Simmons. 

Room  1060,  Munitions  Bldg. 

Br.  2027 

724  Oglethorpe  St.  NW..... 

RA  0250 

Edwin  B.  Pitts,  Chief  Clerk, 

J.  A.  G.  0. 

Mrs.  Pitts. 

Room  402,  810  18th  St.  NW. 

Br.  1163 

16  Ross  St.,  Brentwood,  Md. 

GR  1851 

Fred  M.  Cunley,  Chief  Clerk, 

q.  M.  G.  0. 

Mrs.  Cunley. 

Room  2003,  Munitions  Bldg. 

Br.  1701 

1003  Vamum  St.  NE 

NO  2015-J 

R.  H.  Brooke,  Chief  Clerk, 
S.  G.  0. 

Room  1076,  Munitions  Bldg. 

Br.  1488 

Laclede  Apartments,  1223 
Vermont  Ave.  NW. 

ME  5346 

Harry  L,  Freer,  Chief  Clerk, 
Office  C.  of  E. 

Mrs.  Freer. 

Rocxn  2069,  Munitions  Bldg. 

Br.  2023 

4912  41st  St.  NW 

CL  1469 

Colin  E.  McRae,  Chief  Clerk, 
Office  C.  of  Ord. 

Mrs.  McRae, 

Room  3059,  Munitions  Bldg. 

Br.  1037 

1626  Webster  St.  NW 

AD  0508 

Edward  Barnett,  Civilian 
Assistant,  Chief  Clerk, 
Office  C.  Sig.  0. 

Mrs.  Barnett, 

Room  3032,  Munitions  Bldg. 

Br.  2056 

1214  Longfellow  St.  NW.,,, 

GE  6415 

John  F.  Welch,  Chief  Clerk, 
Office  C.  of  B.  I.  A, 

Mrs.  Welch. 

Room  1602,  Navy  Bldg. 

Br.  2091 

4016  14th  St.  NE 

NO  6299 

Herbert  C.  Davis,  Chief  Clerk 
Office  C,  of  N.  G.  B. 

Mrs.  Davis. 

Room  2413,  Munitions  Bldg. 

Br.  2211 

1210  N.  Buchanan  St.,  Ar- 
lington, Va. 

WA  7378 

Hartley  I.  Sanders,  Chief 
Clerk,  Office  C.  of  C.  a. 
Mrs.  Sanders. 

Room  3212,  Munitions  Bldg. 

Br.  1720 

1606  Bass  Ave. , Kenil- 
worth, D.  C. 

at  6337-W 

John  J.  Mullaney,  Chief  Clerk 
Off  ice  C.  of  A.  C. 

Room  2605,  Munitions  Bldg. 

Br.  1101 

Cavalier  Hotel,  3500  14th 
St.  NW. 

CO  3600 

Albert  B.  Neal,  Chief  Clerk, 

A.  W.  C. 

Mrs.  Neal. 

Room  28,  Army  War  College 

(NA  8772) 
(Br.  103) 

Tudor  Hall,  10th  and  Mass. 
Ave.  NW. 

DI  6620 

Lloyd  Boose,  Chief  Clerk  and 
Administrative  Assistant, 
Office  C.  of  F. 

Mrs.  Boose, 

Miss  Matilda  Boose. 

Guy  B.  Tippens,  Chief  Clerk, 
Office  C.  of  C.  W.  S. 

Mrs.  Tlppfflis. 

Room  3004,  Munitions  Bldg. 
Room  3047,  Munitions  Bldg, 

Br.  1254 
Br.  1231 

6615  5th  St.  NW 

7225  Bradley  Blvd. , 
Bethesda,  Md. 

GE  1541 

Augustus  S.  Goodyear,  Admin- 
istrative Assistant, 

Office  C.  of  Ch. 

Mrs,  Goodyear. 

Room  2024,  Munitions  Bldg. 

Br.  1097 

1630  Concord  Ave.  NW 

RA  2368 
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Office  address  and  telephone 

Residence  and  telephone 

Ruth  B.  Connell,  Chief  Clerk, 

A.  I.  C. 

Roan  2535,  Munitions  Bldg. 

Br.  1440 

16  Sherman  Circle.  NW  . . . . 

RA  5186 

J.  W,  Jenkinson,  Chief  Clerk, 

I.  W.  C. 

Miss  Margaret  S.  Jenkin- 
son. 

Room  1015,  Munitions  Bldg. 

Br.  2378 

1530  Upshur  St.  NW 

CO  4844 
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